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Governorate 


Answer the following questions : 
1. [A] write the scientific term of each of the following : 
| 1.А gas that turbid clear limewater when it passes through it 
for a short time. t 
2. A dovice used to measure the temperature of liquids- ез 
( 
a 


) 
) 
) 


З. The area of two bones meeting. 
4. The amount of matter in an object. wen] 
IB] What happens when ... ? 
1. Increasing the percentage of carbon dioxide in the atmospheric 
air of the Earth 7 


2. You touch a hot body by your hand ? 


2. [A] Complete the following : 
4. The temperature of ronal итал body j سسسب‎ "O, 
2. In respiration process -- ~~ gas is consumed (used). 
3. Locomotory system consists of two main systems, they ae - 
and 
4. The measuring unite ef mass arê سس‎ and سسب‎ 


[B] Mention one importance of : 
1. Ribcage : 


2. Ethyl alcohol. 
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[A] Choose the correct answer :‏ .3 


1. The mass of a body on the moon's surface is 10 kg, so its mass on the 
Earth's surface is 


a. 10kg. b.10N. c. 60kg. а вом 
2, Myelin sheath surrounds the 


a. nerve coll axon. b. cerebellum. с. spinal cord, d. cerebrum. 


3. ست‎ is used to make the hand of utensils (cooking pots). 
a. Iron b. Copper с Plastic d. Aluminium | 
4. Hydrogen peroxide is used in preparing = gas. | 
a. oxygen b. carbon dioxide с. nitrogen d. hydrogen | 


[B] Solve the following problem : [Don't forget to write rules]. | 
If he mass of a body on the Earth is 18 kg. Calculate : 
1. Its weight on Earth 
кше: 
Weight on Earth = 
2. Its weight on тооп 


Rule : en 3 " 
Weight on moon = 


Д. (A) Put (v) or (x): 
1. Heat transfers from cold objects to hot objects. 
2. Ozone gas consists of 3 oxygen atoms. 
3. The shoulder joint is an immovable joint. 
4. The weight is the force that attracts the body towards Earth. 


18] Look at the following figure then answer : 


-This device is 
-Тһе function of constriction is 
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1. choose the correct answer : 


1. Increasing the percentage of 
the temperature of the Earth. 


gas in the atmosphere leads to increasing 


a. oxygen b. nitrogen c. carbon dioxide d. hydrogen 
2. Al the following are from the components of the central nervous system 
except - 


a. spinal nerves. b. two cerebral hemisphere. 
c. spinal cord. d. medulla oblongata. 


3. When a glowing magnesium ribbon is placed in a jar containing carbon dioxide 
gas the element that is formed on the wall of the jar is 


а. oxygen. b. nitrogen. c. hydrogen. d. carbon. 
4. Ап object has the mass 36 kg, its weight on the moon is 

a. 360N. b. 36 kg. c.60N. d.60kg. 
5. From the immovable joints 

а. joints between skull bones. b. knee. 

c. wrist. d. shoulder. 
6. The thermometer which scale ranges fram 35°C to 42°C is -~ 

а. medical thermometer. b. laboratory thermometer. 

c. alcohalic thermometer. d. celsius thermometer. 


2. [A] Complete the following : 

1. Human system is the system that controls all the vital operations of 
the body. 

2. ‘conducts heat more than aluminium, 

3. Hydrogen peroxide decomposed fastley into oxygen and water in 
the presence of 

4. The weight of any object is measured by using the 

[B] Write the scientific term : 
4. A chemical substance that remains without any change and 


speed up the rate of chemical reaction, t ) 
2. A type of plants form protein by the help of specific type 
of bacteria lives in the roots. ЖЕСТ 
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Ф.А Correct the underlined words : 
1. The backbone protects the lungs. ( ~) 


2. Burning is the slow union between oxygen and an element in 
the presence of moisture. ( ) 


3. Weight doesn't change by changing the place on the Earth, (^) 


4, The automatic response of the body to external stimuli is known 
as the voluntary respond. assess] 


[B] What is the importance of .. ? 
4. Cariilages between the vertebrae of the backbone. 


2. Oxy-acetylene flame. 


ДАРЫ (И) or (x): 
1, Appendicular skeleton consists of upper and lower limbs bones. Cy 
2. Newton is measuring unit of weight of an object whose mass is 0.1 kg- ( 


3. Mercury is bad heat conductor. (252 
4. By decreasing the distance from the center of the Earth, decreasing 


weight of the object occurs. 
[B] Compare between crinail nerves and spinal nerve 
(According to the definition and number of both of them). 


i 


St. Joseph Sch 
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Answer the following questions : 


* [A] Choose the correct answer : 
1. The responsible organ for reflexes is ~~ 
а spinal cord. b. brain. 
2.The scientist who discovered nitrogen gas was 
a. Anders Celsius. b. Joseph Priestley. 


c. medulla oblongata. 


c. Daniel Rutherford. 
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3. An abject whose weight is 20 Newton on Earth, its mass = هاس‎ 
a. 200 b.20 c2 

4, Oxygen is than air, so it replaces alr. 
a. equal b. heavier c. smaller 

5. The ribcage consists of ~~~ pairs of ribs. 
a.12 b. 24 10 


[B] Look at the opposite figure, then answer : 
Ali uses his thermometer to measure 
the temperature of some different liquids. 
He draws the opposite graph for his results. 
1. What is the liquid that has the highest 
temperature 7 


Vei ind gud oa 


5 


2. What is the type of thermometer that Ali used? ® ® © 


[C] Give an example for the following : 
Heat insulators. 


2. [A] Complete the following : 
4. Clear imevrater turns into milky when 
2. 1 kilogram = grams. 
3, Joints are -=== types, 


- gas passes through it. 


[B] What happens when ... ? 
1. Increasing the percentage of carbon dioxide gas in air 


2, Wet some iron nails with water and leave them for several days in a humid 
atmosphere, 
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IC] Choose from column (B) what suits it in column (А): 
Atmosphere із composed of : 
lem [NN | (8) 
| 1. Nitrogen gas а.1% 

2 Oxygen gas лақ 

| 3. Carbon dioxide and other gases c.21% | 


1. A mixture of diferent gases that surrounds the Earth's surface and attracted 


to it by gravity. ( ) 
2. Itis the amount of matter in an object. ( ) 
3. The system consists of skeletal system and muscular system. ( ) 
4, Itis a chemical compound whose molecule consists of 
one carbon atom linked with two oxygen atoms. ( ) 
5. A layer in the atmosphere that protects the Earth from harmful radiations 
that come from Sun, ( ) 
1B] Look at the figure then answer : 5 
1. Thisis the cell. 
2. Write the labels 
© 
© 
© 
[C] What is the importance of each of the following... 7 
^. Spring scale. 


2. Oxy-acetylene flame. 


A. tay Pat (v) or (x): 


1, The measuring unit of weight is kilogram. (Y 
2. Mercury is used in making thermometers. i 
3 Oxygen gas occupies about + ofthe air volume. id 
4, Skull is a bony box that protects the brain. i$ 

5. When adding lemon juice lo sodium bicarbonate carbon dioxide gas 
is produced. 105) 
103 


IB] Give reasons for 
1. Copper is considered as a heat conductor. 


2. On putting a lighted match іп а cylinder filed with nitrogen, the match is 
put out 


ІСІ Compare between : 


| Point of Central Peripheral 
comparison nervous system nervous system 
Structure + ea 


Cairo Governorate 


Answer the following questions : 


1. (a) Complete the following : 
41, oe thermometer is used to measure the temperature of liquids. 
2. The plants use -------.- gas in photosynthesis process, 
2; gas represents 21% of air volume. 
4, The measuring unit of weight is ........ 


B) What is the function of .. ? 
1. Spring scale. 
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2. [A] Give reasons for 
1. Oxygen ges is collected by downward displacement of water. 


2. Mercury is used in making thermometer, 


1B] Write the scientific term 
1. Materials that don't allow the heat to pass through. 
2. Itis an organ which is responsible for reflex action, 
3. It is a bony box that protects the brain. 
4. Ibis the degree of hotness of coldness of a body. 


З. [А] Put (4) ог (х): 
1. Oxygen gas is used in making bread and dry ice. 
2, The scale of celsius thermometer starts from 35°C to 42°C. 
3. Iron conducts heat faster than copper. 
4, Hydrogen peroxide is used in preparation of oxygen gas. 
[B] What happens when ... 7 
1. A medical thermometer is put in boiled water. 


( 
( 
( 
( 


2. A nail wetted by water is exposed several days to humid air. 


Д. [А] Choose the correct answer : 


1. The backbone consists of vertebrae, 
a. 100 ызз ст? 
2. Wrist joint is from joints. 
а slightly movable b. freely movable c. Immovable 
3. Rapid combination between oxygen and element is 
а respiration, b. combustion. c. oxidation. 
4, The number of cranial nerves is سسسب‎ pairs. 
2.33 b.43 612 


105 التاص متم نت (Notebook)‏ حسام tsp‏ 


с 


[B] An object on Earth's surface its mass is 3 kg calculate : 
1. lts mass on moon's surface. 


2. Its weight on Earth's surface. 


Cairo Governorate Langu 


Answer the following questions : 


1. [A] choose the correct answer : 
1. All the following from the components of the central nervous system 


except 
a. cerebrum. b. cerebellum, 
с spinal cord. 9. spinal nerves. 


2. The axial skeleton consists of ~- 
a. skull, backbone and ribcage. b. upper limbs and lower limbs. 
с. femur, shaft and foot. 9. humerus, forearm and hand. 

3. By burning a piece of magnesium in a jar containing carbon dioxide, 
the black substance that is formed on the wall of the tube is 


а. magnesium oxide. b. carbon. 
с. calcium carbonate. 9. manganese dioxide. 

4, The fastest metal in conducting electricity is 
a. aluminium. b.iron. ©. copper, d. wood. 


[B] Give reasons for : 
1. Plastic and wood are used to make handles of cooking pots. 


2. Oxygen is collected by downward displacement of water, 


2. [A] Write the scientific term : 
1. The amount of matter in an abject, Mn 
2. The degree of hotness or coldness of a body, t j 
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3. tis the layer that protects the Earth from harmful radiation that 
comes from the Sun. quee) 
4. An organ that is responsible for reflex action. t ) 
18] What happens when ... ? 
1. No spaces are left between railway bars. 


2. There is no constriction in the medical thermometer, 


З. [A] Complete the following : 

1. Manganese dioxide acts as a in the preparation of oxygen 
in the lab. 

2. The spring scale is used to measure <. of the body, but the balance 
scale is used to measure of the body. 

3. The gravitational force on a balloon when the distance between 
the balloon and the center ofthe Earth decreases. 

4, gas is called azote gas that means lifeless gas. 


B] Mention one function (use) of + 
1. The medical thermometer. 


2, Oxyacetylene flame. 


3. Cerebellum. 
4. Skull. 
Д. [a] Put (V) or (x): 
1. Heat transfers from cold object to hot object. (3 
2. Oxygen molecule consists of three oxygen atoms, E 
3. Newton is the measurement unit of weight. Quy 
4. Shoulder belongs to the pelvic girdle. 3 
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[8] If an object's mass on the Earth = 30 kg Calculate © 


a. It's mass on the moon 


b. Its weight on the Earth = 


c. Its weight on the moon = 


jus Language School 


Answer the following questions 
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1. [A] Complete the following : 


4. Weight is measured in... which equals the weight of an object 
whose mass is 

2. The neuron consists of - and 

3, و[‎ rapid combination with oxygen, but ~-=: is slow combination 
in the prosence of moisture. 


а, ооо gas turbids the clear imewater due to the forming of »- 
which doesn't dissolved in water. 


IB] An object whose mass on Earth is 6 kg. calculate its weight on both 
surfaces of the Earth and the moon. 


4. Weight on Earth 


Weight on moon = 


2. [A] choose the correct answer: 
4. The number of cranial nerves is Rm 
ам Не i 
2, Skull joints are 7 
а, immovable. bie. 
* € freely movable, 
108 


Boos 


3. Nitrogen forms an important part in -== 
a. protein, b. carbohydrate, c fats. 


4. 18 the fastest element in heat conduction. 
a. iron b. Aluminium c. Copper 


1B] What happens when ... ? 
1. Your finger gets pricked by the plant thorns. 


2. Add yeast to the dough on making bread. 
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9. [A] Write the scientific term : 

1. It consists of a gray matter in the form of letter (H) surrounded by 
the white matter. t 

2. The axis of the skeleton in the human body. [ 

3. Itis the degree of hotness or coldness of a body. t 

4. The automatic response of the body to different stimuli. ( 


B] Give reasons for: 
1. Mercury is used in making thermometer. 


2. Carbon dioxide is not collected by displacement of water. 


3. Damage of the medulla oblongata causes death. 


A. [a] Put (v/) or (x) and correct the wrong ones : 
4. The nodular bacteria fix oxygen of air in the. 
such as beans and clover. 


2. The skeleton of the lower limb consists of humerus bones, 2 forearm 


bones and bones of the hand. 
3. Oxygen gas is produced when hydrogen peroxide dissociates in 


the presence of carbon dioxide gas. 
4. Heat transfers from hot object to cold one. 


roots of leguminous plants 


ty 
e£ > 
€ uy 
LEE 
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[B] Look at the opposite figure. the answer : 
1. Write what each label пао © 
in the figure. v тар 
(а) Is ~~ 
i (ы 
2. Mention the uses of carbon dioxide gas. 


(7| Giza Governorate 


‘Answer the following questions : 


1. [A] Choose the correct answer 


1. The gas which turns limewater turbid is =... gas. 
а охудеп  b.nirogen c. carbon dioxide 4. ozone 
2. The ribcage in the human body consists of of ribs. 
а.10райз b. 11 لدم‎ с. 12 pairs 4.13 pairs 
3. The best metal in conducting heat is 
a. aluminium. b. copper, c. iron, d. wood. 
4 nearly equals the mass of one paper clip. 
a. Kilogram b. Gram с. Newton d. Ton 


IB] What is the function ог... ? 
1. Celsius thermometer. 


2, Carbon dioxide gas. 


2. [A] Write the scientific term : 
1. The amount of matter in an object, 
2. A bony box that contains cavities for eyes, ears and nose 
3. A gas that is the most important part in protein. 
4. A fam is used in cutting and welding metals. 
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[B] If the mass of a body on the Earth is 18 kg calculate : 

4. It's mass on the moon = 

2. Its weight on the Earth = 


3.141 Complete the following : 


1. The scale of the medical thermometer starts from °C 
and end at im 
2. Oxygen gas is prepared by decomposition of -...-....- in presence of 


аз acatalyst. 
3, The centers of thinking and memory lie in 


4, The mass is measured by scole and the weight is measured by 
scale. 
B] Correct the underlined words. 
1. Ozone is composed two oxygen atom. с ) 
2. Cerebellum connects the brain with spinal cord. t ) 
4. ja] Put (v) or (x) 


1. The mass of the body changes as its location change. 
2. All materials are good conductors of heat. 

3. The spinal cord is responsible for reflex action in human body. 
4. Oxygen gas occupies 78% of the atmospheric alr 


IB] Give reasons for : 
1. The handles of cooking pots are made of plastic. 


2. Damage of the medulla oblongata causes death. 


North Giza 
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Answer the following questions : 

1 ل‎ write the scientific term : 
1. The force by which a body is attracted to the Earth. ( ) 
2, The gas that represents 78% of the air volume. ( ) 
3. The degree of hotness or coldness. Сена) 
4. Part of the nervous system responsible for the reflex actions. — ( ) 


[B] What happens when ... 7 
^. Diluted hydrochloric acid added to calcium са 


srbonate salt. 


2. Iron nails exposed to the moist alr for days. 


2. [A] Correct the underlined words : 

1. Backbone consists of 10 vertebrae. 

2. Oxygen molecule consists of three atoms of oxygen. 
is used to measure the weight of object. 
4, Water [s the liquid that is used in the thermometer. 


БІ Give reasons for : 
1. Clinical thermometer has constriction. 


2. Carbon dioxide gas is used in extinguishing fires. 


3. [A] Complete the following : 
1. The catalyst used in the preparation of oxygen gas is 
2. ^. thermometer has graduation from 35°C to 42°C, 
3. The mass of object is not affected by changing the - 
4, The brain is protected by 

18] Cross the odd word out : 

1. Femur bones - Shaft bones ~ Humerus bones - Foot bones. (=-=) 
2, Wood - Iron - Glass - Plastic. 


Å, (а) Choose the correct answer : 


1. Oxygen gas is produced from .......... process, 
a. respiration b. photosynthesis c. buming 
2. The weight of abject on Earth = 60 N, ts weight on the moon = 
алам кен сөн 
3 connects the brain to the spinal cord, 
а. Cerebrum b. Cerebelum — 
Я 
E ee с. Medulla oblonga! 
в lose heat. b. gain heat, 


с. touch cold cup. 
i 
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[B] What is the importance ог... ? 
1. Oxy-acetylene Пате. 


2. Celsius thermometer, 


[9| Giza Governorate 


Answer the following questions : 


1. [A] Complete the following sentences : 


1. The mass measuring device is - апа its unitis 
2. The axial skeleton consists of and 
3. Oxygen gas produced from process, 


4. The most abundant gas is 
B] Correct the underlined words : 


1. The number of cranial nerves aro 31 pairs. [oes 
2. Legumes fix oxygen from air to form protein, (NE. 
2. [A] Put(v)or(x): 
1. Aluminium conduct heat faster than copper. (3 
2. There is constriction in celsius thermometer. to 
3. Joint are location of bones meeting. E 
4. The spinal cord responsible for reflex action. (8 


IB] Give reasons for : 
1. Handle of cooking pots are made of plastic. 


2. Mercury is used in making thermometer. 


З. [A] write the scientific term for each of the following : 
1. Device used to measure the weight. ( 
2. The axis of skeleton of the body, ( 
3. Gas used to put off fire. ГЕ 
4. Materials which don't allow heat to pass through. ( 


(e: Ie حب(‎ (Noon) лаа, іші 71132 


с 


PART 
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18) Cross out the odd word + 
^. Iron - Wood - Copper = Aluminium. ( ١ 
2. Kilogram - Ton - Newton - Gram. t ) 


4. [A] choose the correct answer : 
1. The percentage of oxygen gas in atmosphere is 


2.1296 5.7896 с21% 9.30% 
2. Carbon dioxide gas tums limewater into 

a. milky. b. black. с yellow. d. blue. 
3. The central nervous system consists of 

а brain only. b. spinal cord only. 

c. joint only. а. brain and spinal cord, 
4. The human ribcage protect 

а heart only. b. lungs only. 

c. brain only. d. heart and lungs. 


[E] A body of mass 60 kilogram on Earth find its weight on Earth and its 
weight on moon. 


Answer the following question: 
1. A] Complete the following : 
4. Spring scale is used to measure while balance scale is used to 
measure - 
2. The skull protect апа the backbone protect 
3. The medical thermometer scale from Wess 
4. The peripheral nervous system consists of and e 


[B] If the mass of object on the Earth's surface 12 kg finds : 
4. пе weight on the Earth's surface, 


2. Its weight on the moon surface. 
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2. [A] Write the scientific term : 
1. The most abundant gas in air. 
2. The degree of hotness or coldness of body. 
3. The location at which bones meet each other. 
` 4. The building unit of the nervous system, 


B] What happens when ... ? 
1. The medulla oblongata is damage. 


2. Sterilize medical thermometer with boiling water. 


{ 3. [A] Choose the correct answer : 

I 1. Ozone gas formed from ~ 

f а, three different atoms. Ы. three similar atoms. с. two similar atoms. 
2. The liquid which used in making thermometer is 


I a. mercury. b. alcohol c. water. 
3. The axon terminal form «with other neuron. 
а nerve b. joint c. synapse 
4. The weight of object with 200 gram mass is Newton. 
a2 b.20 c. 2000 
[B] Write one function or use : 
1. Cerebellum. 


2. Clear limewater, -~ " 


[A] Correct the underlined words : 


1. The number of cranial nerves is 33 pairs. t ) 
2 The mass of object on moon is more than its mass on the Earth. ) ) 
3. Mercury is bad conductors of heat. С 

) 


4, The knee is freely movable joint. ( 


[B] Give reasons for : 
1. The presence of constriction above mercury bulb in medical thermometer. 


2. You have to keep away from tranquilizers and stimulants, 


Answer the following questions 
| 1. Complete the following : 


| 1. The human skeletal system consists of and .. 

2. The clinical thermometer is graduated from 80 «C 

3. The -~ is the measurement unit of mass whereas the is 
the measurement unit of weight. 

4. The number of cranial nerves is سسسب‎ and the number of spinal nerves 
а-ы 

5. From the examples of substances which are bad conductor of heat 
and 

6. Oxygen is produced from ---------- process and carbon dioxide produced from 


process. 


2. Write the scientific term of : 
1. А part of nervous system responsible for reflex action 
| 2. The liquid used in making thermometers, 
3. A gas used in ammonia industry. 
4. The attraction force of he Earth to the body. 
5. The location of bones touch and allow moving. 
6. Itis the degree of hotness or coldness of a body. 


ААА 


3. [А] Put (v) ог (x): 
1. Heat transfers from а cold object to а hot object. 
2. Cerebellum contains the center of thinking 
З. The mass of the body doesn't chan, 


19 and memory, 


$ 
i 


[B] Give reasons for : 
1. Aluminium is used in та 


ufacturing of cooking pans, 


2. Carbon dioxide is us 


ed to extinguish fires, 


лив 


— — Final Examinations 


Д. [А] ап object's mass 30 kg. on the Earth and the Earth's gravity is 10 calculate : 
1. Its mass on the moon surface. 


2, Its weight on the Earth. 


3. lis weight on the moon. 


B] Look at the opposite figure then write the labels : 
1. 
2. 
3. © 


12) Qalyoubia Governor 


Answer the following questions 
1. iA] Complete the following : 
^. Mass is constant and not affected by changing 
2. Nitrogen molecule consists of atoms, while ozone molecule 
consists of mv» atoms. 
3. The knee joint is considered from ~-=- joints, while the wrist joint is 
considered from joints 
4. The central nervous system consists of the »----=- and the 
5. We use to measure the boiling point of water. 


[B] Mention the name of the organ that is responsible for : 
4. Controlling the voluntary movements of the body. t ) 
2, Protecting the two lungs and the heart ae 


2. [A] Choose the correct answer : 
1. An object whose weight is 20 Newton on Earth, so its mass is equal سس‎ kg. 


a0 һ2 c. 200 4.20 
2. We can detect for the presence of carbon dioxide gas by using a solution 

“ 

a. calcium carbonate. b. calcium hydroxide, 

с. magnesium oxide. d, hydrochloric acid. 


3. Mercury remains in liquid state between 6 


2.39:357 — b.-39:-357 c.-39:387 d.39:375 
4. The device of meausring weight is 

а balance scale. b. spring scale. 

с one am scale. d. digital scale. 


[B] Give reasons for : 
1. Oxygen is collected by downward displacement of water. 


2. Damage of the medulla oblongata causes 


З. [A] Put (У) or (x) and correct the wrong опе 


1. Handles of cooking pots are made of aluminium. LA: 
2. The used liquid in making the celsius thermometer is mercury. (1 
3. Oxygen gas is prepared from hydrogen peroxide in the presence 

of catalyst. C) 
4. Nitrogen is colorless, tasteless, odorless gas and dissolves in 


water easly. (а 


[B] What happens when ..? 
1. All the bones of the human body without joints, 


2. There is no constriction in the medical thermometer. 


Д. [A] Write the scientific term : 


1. Part of the nervous system responsible for reflex actions, (ене? 
2. A gas used by legumes information of ts proteins, (evened 
3. The flame which is used for cutting and welding metals, E ) 
4. It consists of skeletal and muscular system, (ME 


[B] Mention one function for : 
1. Air in the double glass window. 


2. Dendriles in the nerve cells. 
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Answer the following questions 


n chose tne correct sewer: 
Д 1. The gravitational force that affects an apple whose mass із 2kg = 
Newton (acceleration of Earth gravity = 10 m/s?) 
a. 20 b.2 с. 10 
2. The liquid metal that can be seen easily through the thermometer glass. 
i 


а, water. b. ethyl alcohol. c. mercury. 
3 protects the Earth from harmful radiation that comes from the Sun, 
а. Carbon dioxide баз Ы. Ozone layar с. Oxygen gas 


3 4. Secreting saliva on seeing or smelling good food is an example of 


f a. reflex action. b. nervous tension, с both of them. 
1B] Compare between : 
Points of comparison | Celsius thermometer | Medical thermometer. 
% 


Range of scale : 
Used liquid : 


2. [A] Complete. 

^. Mass is the amount of matter that body contains, it does not change 
according to 

2 conducts heat faster han aluminium and iron. 

3. Small amount of nitrogen are used to fill some types of ~ 

4, The basic structure unit of the nervous system is =~ 


18] Mention the scientific term : 


E 1. Material that does not let heat flow through. esa) 
$ 2 A chemical substance remains without change in its quantity and 
: properties such as manganese dioxide. ( ) 


3. [A] Correct the underlined words : 


1. The joint is the location at which muscles meet each oth ( ) 

2. The mass of matter is decreased after combination with oxygen. (=...) 

3. Handles of cooking pots are made of copper. eed 
dis 


& 0 


4. The mass on the Earth's surface is different from the mass on the moor, 


( ۱ 


[B] Give reasons for : 
1. The window is made by bonding two sheets of glass and maintaining 


а space between them filed with air 


2. Clear imewater becomes turbid when carbon dioxide gas pass in it. 


Д. а] Choose from column (B) what sults it in column (А): 


| С] ® 
1. The backbone consist of a. weight 
vertebrae. b. lower 
2. Carbon dioxide is ~~» than air. |с. zero*C. 
3. The water freezes at 412 
4, The force which attracts a body to |е. heavier 
the Earth is ~~ 1.33 
pem ميمه‎ a. 3 


B] What happens when... 7 
1. There isn't а constriction above the bulb in medical thermometer. 


2, Yeast is added to dough during making bread. 
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Answer the following question: 
1. [AJ Complete the following : 
d, the force with which a body is attracted t 
oir bs (the Earth and itis 
2. When you hold а piece of 
when you hold а pleca o iea in your hang, he heat traer rom »- 
3. -~-= gas helps in buing, While ne. 
а. c controls the reflex actions, whia 
of the body during the movement, 


gas doesn't help in combustion: 
^ maintaining the balanc? 
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Final Examinations 


Points of comparison 


Medical thermometer 


Celsius thermometer 


Scal 


Constriction : 


ҮЛГІГЕ ТІГІН 


1. Mass of an object on the Earth equal six times its mass on the moon. ( 


2. All metals are good conductors of heat. 


( 
3. Plants absorb carbon dioxide and nitrogen gases from air. ( 
( 


4. Knee joint is a freely movable joint. 


B] Give reasons for: 


1, In winter we wear woo! clothes. 


) 
) 
) 
) 


2. Clear limewater becomes turbid when carbon dioxide passes in it. 


9. [A] Write the scientific term : 
1. The measurement unit of weight which is almost equal to a mass 100 grams. 


0 ) 


2. The materials that don't allow the flow of heat inside, TET 
3. Slow combination between oxygen gas and some elements in the presence 


of moisture. 


4, Structure regulates the movement and function of the digestive system. 


[B] What happens when ... 


? 


[a 


4, Sterilize the medical thermometer using boiled water 


2. ineat a ght magnesium ribbon in a er filled with carbon dioxide gas. 


Å. a] choose the correct answer : 
1. Mass of an object on the Earth is 6 kg so its weight on the Earth 
on the тооп Newton, 


b. 10-6 660-10 41-6 


Newton and 
26-1 
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2. is bad conductor of heat. 

a. Aluminium b. Iron c Mercury d. Air 
3. Nitrogen is the most important part cf 

a. fats, b. proteins. 

C. water. d. carbohydrates, 
4. Number of cranial nerves is nerves, 

ad b. 42 c. 62 924 


[B] 1. What is meant by temperature 7 


2, Which method that used to collect oxygen gas and CO, from the 
following figures : 


ا 


Figure (1) Figure (2) Figure (3) 
a. Oxygen : Figure 
15) Sharkia Governorate lence Inspectorate 


Answer the following questions 


1. [A] Complete the following : 
1. nes thermometer used to measure the temperature of liquids, while 
~ thermometer used to measure the temperature of human being. 
2, --есе- gas used in making dry ice Wile... gas used in filing car 
tires. 
3. Shoulder joint from Joint, while the knee joint from ........... joint. 
4. Mass is measured by >>»... unit while weight is measured by un 


[B] Mention one u: 
1. Good conductor of heat. 


2, Ozone layer. 
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| 2. [A] Choose the correct answer : 
1. An object whose weight із 20 Newton on Earth, its mass is equal to ~~ 


а. 2kg. b. 10kg. c.2kg. d. 200kg. 
2. Carbon dioxide passes through clear limewater forming that 

insoluble in water. 

а. calcium carbonate b. calcium hydroxide 

с. magnesium oxide d. carbon 
3, -+ a part of human nervous system which responsible for reflex 

actions. 

a. Brain b. Spinal cord c. Nerves d.Cerebrum 
4, Mercury remains liquid between 

a. — 39°C and 975°C, b. 37°C and 357°C. 

c. 39°C and 357°C. d. — 39°C and - 357°C. 


[B] Give reasons for : 
I 11. Oxygen is collected by downward displacement of water. 


2. The capillary tube of medical thermometer contains constriction. 


З. [A] write the scientific term : 
1, Slow combination between oxygen and elements. t 
2. The gravitational force by which the body attracted to the Earth. (- 
З, A part of brain which responsible for body balance. ( 
2. Materials that alow heat to flow through. ( 


[B] What happens when .. 7 
4. Technicians don't leave space between railway bars. 


2. Carbon dioxide gas percentage n increase in atmosphere 


Д. [a Put (v^) oF (*) 
1. Copper is the fastest metal in conducting heat. ij 
Ў 2, Bones of upper limbs belongs to axial skeleton. ( 
3, Nitrogen gas called azote which means life gas. teh 
: d. The axon of the neuron is covered with gelatinous layer called 


myelin sheath. 


ЕК) 


IB] Cross out the odd word : 
^. Iron — Plastic – Copper — Aluminium. ( 1 
2. Forearm bones - Shaft bone - Hand bones ~ Hummers Бопе. ( 
3. Help in burning - Easily dissolves in water - Heavier than air 
= Represent 21% 


16| Gharbia Governorate 


Answer the following questions 
1. [A] Complete the following 


1. The gravitational force for a balloon when the distance between 
the balloon and center of the Earth increases. 


2. We use to sterilize the medical thermometer. 
3 is the rapid combination between oxygen and elements producing 
heat and light. 


4, The brain and the spinal cord represent. 


[B] Give reasons for : 
1. We can't measure the boiling point of water by using the medical thermometer. 


2. Mercury gives wide range to measure the temperature, 


2. [A] Write the scientific term : 
4, The measuring unit of weight hat is almost equal to the weight of an object 


whose mass is 100 grams. h ) 
2. An indicator helps us to express the state of the body from the point of 
hotness or coldness. 4 ) 
3. A chemical substance that remains without any change in its 
quantity and properties during the chemical reaction, (еее 
4, The structure which consists of 33 bony vertebrae, ( ) 


B] What happens when ... ? 
1. There are no spaces between the railway bars. 


2, Hydrogen peroxide is dropped over manganese dioxide, 
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-. Q. [A] Correct the underlined words : 
1.Ап objectis mass on the Earth's surface is 6 kg. so its weight 


оп the moon's surface is 600 Newton. [ ) 
| 2.Тһе medical thermometer has а capillary tube to prevent 
mercury from going back quickly to the mercury bulb. [s] 
3. Ozone molecule is composed of two hydrogen atoms and one oxygen atom. 
( ) 


4. The medulla ablongata is responsible for keeping balance of the human 
body during ils movement. ( ) 
[B] What is the importance of ... ? 
1. Celsius thermometer. 


2. Yeast in making bread. 


Д. [A] choose the correct answer : 
1. The device of measuring weight is 


| а. sensitive scale. b. spring scale. 
с. digital scale, d. double pans scale. 
2. The best metal in conducting heat is 
a. aluminium. bin. c. copper. d. mercury. 
3. Nitrogen is considered the main component of 
a. starch. b. fats. c. proteins. d. oils, 
1 4. The centers of thinking and memory lie in 
а. medulla oblongata. b. spinal cord. 
c. cerebellum. d. cerebrum. 
[B] Look at the following figure, then : 
3 1. Write what represent each label on the figure : 
[s a, Liquid (D) is ++ 
E sa а 
|. 
P 
2 ea N 
2. What is meant by -- ? t "2 


Heat conductors. 


Answer the following questions 
1. [AJ Complete the following : 
1. Weight is measured by using 


2. The hydrogen peroxide decomposed into oxygen and water in the presence 
of 


3. The structure that ies in front of the cerebellum is called 
4 conducts heat faster than aluminium, 


[B] Mention one function : 
1. Bad conductors of heat (plastic and wood). 


2. Celsius thermometer 


2. [A] Write the scientific term : 
1. Aflam used in cutting and welding metals. 
2. The liquid used in making thermometers, 
3. Axis of the skeleton in the human body. 
4. The force by which a body is attracted to the Earth. 
[B] What happens when ... ? 
1. A medical thermometer is put in boiled water, 


2, Oxygen reacts with nitrogen during lightning, 


3. [A] Choose the correct answer 
1. The weight of any body = 


a. its mass. E 
c. its mass x 10, d. its mass + 100, 
2. When oxygen combined with ап element the 
the mass of the element, Mass of the product is 
a. equal , more than с less th 
less than 
4. The bonas of upper imb are connected to tha d. (а) and (b) 
а. shoulder b. sternum bones, 
d. femur 


humerus‏ ع 
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4, The melting point of ice is 
a.C b. 100°C өз” 


«аг 


[B] Give reasons for 
1. Ozone layer is very important for the life of all living organisms. 


2. There is a constriction in the medical thermometer. 


4, (Aj Correct the underlined words : 


4. Heat is the degree of hotness or coldness of a body. [ 0 

I 2. An object whose weight is 20 Newton on Earth, so its mass equals 10 kg. 
I t ) 
3. Oxygen is produced during respiration process. t ) 
pe ) 


4, Knee and elbow are freely movable joints. 


[B] 1. How can you obtain carbon dioxide from calcium carbonate ? 


2. How can you sterillized medical thermometer ? 


heikh Governorate Desouk Directorate 


Answer the following questions : 


| 1, زم‎ Complete the following : 


3 4. The is a measuring unit of mass, but ~~ is the measuring 
unit of weight. 
2. Oxygen is consumed during > and x: processes. 
3. The central nervous system consists of سسب‎ and 
4. Exhaled air contains a large amount of »-------- gas that makes, 
turbid. 
127 
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[B] Give reasons for : 
1. We must shake medical thermometer well before using it. 


2, There are cartilages between vertebrae. 


2. [A] Choose the correct answer: 
4. The temperature is measured by using a device called 
а. barometer. b. thermometer. с. voltameter. 4. ammeter. 
2. Nitrogen represents . of the Earth's atmosphere. 
а.87% 5.21% с. 0.03% d. 78% 
3, ls responsible for the reflex action. 
а Савыт b. Cerebellum 
5. Medulla oblongata d. Spinal cord 
4. Three Newton equal the weight of an object whose mass is 
алат.  b.1000gm. ат а 3000 am. 
IB] If the mass of an object on Earth's surface is 30 kg. calculate : 
1. Objects mass on moon. 


2. Objects weight on the Earth 


3. [A write the scientific term : 
1. Materials that allow heat to flow through, 


2. Chemical substance used to increase the rate of chemical 
reaction. 


3. The building unit of nervous system, и я 

4 Itis equal to the mass of one liter of distiled water, [ 
[B] Mention the use of : 

^. Spring scale. 


2. Carbon dioxide. 


Т9 
Д. [АЈ Put (v) or (x) : zx culti A MMC 


1. Heat is the degree of hotness or cok 
2. Nitrogen gas is composed of two пудов? 
3. Cranial nerves consist of 12 pairs of nenga 21078. 


Idness of tho body, ( 
( 
4. Oxygen gas i used in cuting and welding tas | 


г” 


Final Examinations 


[B] What happens when ... 2 


1. Increasing the percentage of carbon dioxide gas in atmosphere. 


2. Shoulder becomes slightly movable joints. 


a Governorate 


Answer the following questions : 
1, [A] Complete the following sentences : 


1. Water is freezed at "C and boiled at «c. 

2. The percentage of carbon dioxide gas in atmospheric air is -% 

3. Skull joints are joints. 

4, Mercury remains in a liquid state between two degree of temperature which 
are and -~-= and that gives wide range of temperature 
measurement. 


IB] What happens when ... 7 
1. Yeast is added to dough during making bread. 


2. The cerebellum is shocked hardly. 


2. ta] write the scientific term : 
1. The measuring unit of weight which is almost equal to a mass 100 gm. 
t 


2. An instrument used for measuring the temperature. 
3, The basic structure unit of nervous system. 
4. Materials that do not let heat flow through. 


B] Mention the main idea of making thermometer : 


3. RI Correct the underlined word in the following sentences 


1. Wood conducts heat faster than iron and aluminium. pese 
j eed اا‎ oxygen. (=-=) 


yall (129‏ من سه овоо)‏ حسام ار بوم 


Boos 


23 


З. The nodular bacteria of leguminous plants such as bean fix oxygen in th 


atmospheric air. , ] ( j 
4. Oxygen combines with a buming magnesium ribbon forming 
a black substance. (еее 


[B] Give reasons for : 
1. There is a constriction in the medical thermometer. 


2. Oxygen is collected by displacement of water downward in the jar during 
reparation at the laboratory, 


Д. [A] Choose the correct answer : 


3i a bad conductor of heat. 

a. Copper b. Aluminium c. Air d. Iron 
2. Nitrogen is the main component of -. 

a. proteins. b. fats. с. carbohydrates. d. water. 
8, iare from the component of neuron, 

а. Blood vessels Б. Fatty layer с Dendrites d. Axon 
4. The graduation of medical thermometer is between ع"‎ 

a. 42:35 b. 35:37 c. 35:42 d.37:42 


IB] An object's mass = 30 kg. on the Earth's surface. calculate : 
1. Its mass on moon. 


2. Its weight on the Earth, 


lence inspectorate 


Answer the following questions : 
1.181 Complete the following : 


1. The water freezes at <... and boils at 

2. The number of vertebrae of vertebral column is ............, while the number 
of ribs of ribcage is pairs 

3. Mass is measured by seal, white weight Is measured by = 
scale. 

4. In photosynthesis process, the plant consumed 


pe 7 gas and produced 
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[B] Compare between : 
1. Medical thermometer and celsius thermometer according to the constriction. 


Point of comparison | Medical thermometer | Celsius thermometer 


Constriction : 


2, Heat conductors and heat insulators according to definition. 


Point of comparison | Heat conductors Heat insulators 


Definition : 


2. [A] Correct the underlined words : 
1. Legumes such as clover benefit from oxygen to make protein. (: 
2.An object whose mass is 25 kg its weight equal 200 N. [2s 
3. Medulla oblongata controls the reflex action. ¢ 
4. Iron is faster than aluminium in conduction of heat. ( 


[B] What is the the importance of .. ? 
Ozone layer. 


2. Heavy blankets and woolen clothes, 


З. [A] Write the scientfic term : 

1. Joints which allow movement in one direction. ( ) 
2. The slow combination between oxygen and elements in presence 

of moist air. 
3. The force by which a body is attracted to the Earth. (лыс) 
4. The degree of hotness or coldness. — 

IB] Look at the following figures then answer : 

1. Figure (а): 

a. This apparatus used to prepare 

gas. 
b. This gas is collected by 


Figure (a) 


2. Figure (b): uw lir 


| What wil happen whon object (A) touches object (B) ? TO с 
| Mute memet eh ee Жайы 
| Å, [A] Choose the correct answer 
| 1. The cerebellum is responsible for 
| a. thinking. b. the body balance. 
| с. regulating the heartbeats. 4. memory. 
2. When carbon dioxide gas is passed in imewaler, it becomes turbid due to 
formation of 
a. calcium carbonate. b. calcium bicarbonate. 
с. hydrochloric acid. d. sodium bicarbonate. 
3, The medical thermometer is used in measuring the temperature of ~ 
a. liquids, b. weather c. the human body. d. all of them. 
4. The object weight when the mass of the planet increases, 
а decreases b. increases 
‘c still constant 4. decreases then increases 


IB] Give reasons for : 
^. Mercury gives a wide range of temperature measurement. 


2. Manganese dioxide acts as a catalyst during preparation of oxygen. 


Bani Suef Governorate a Directorate 


Answer the following questions : 
1. [A] Choose the correct answer : 
1, The device of measuring weight is 
а. sensitive scale. Ы. spring scale. с. one arm scale, d. digital scale. 


j 2. The gas turbid Iimewater is gas 
| а oxygen b. ozone e. nitrogen d. carbon dioxide 
| 3. Nitrogen gas represents --....-- of the air volume. 

| а.78% m 21% 45% 

| 4. One of the slightly joints are سسب‎ 

| a. elbow. b.shouder c. thigh, алғы 
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18] Mention one function for : 
1. Skull 


2, Medical thermometer. 


A] Put (У) or (x) : 


1. Oxidation is a rapid combination object with oxygen. t3 
2. Spinal cord responsible for reflex action. [25] 
3. One newton equal 100 gram. (23 
4. Copper is fastest element to conduct heat. с? 
[B] Give reasons for : 
1. Cocking pots made up of aluminium. 
2. Carbon dioxide is used in extinguishing fires. 
lA] Choose trom column (B) what suits itin column (A) 
(А) (8) 
1. The back bone. a. falling rains and snow. 
2. Ribcage b. opposite for respiration. 
3. Photosynthesis c. 33 vertebra 
4. Air pollutants. d. protects heart and lungs. 
[mm НЕЕ з 
IB] Ап object its mass 12 kg on the Earth's surface find : 
1, Weight on the Earth 
2. Megni on the moon. 
٠١ [A] What happens when ... 
4; alps of medulla d 
2. There is no spaces between railway bars. 
33 


& 


IB] Correct the underlined words : 
1. Kilogram equals the mass of one paper clip 
2. The melting point of ice is 100°C. 
3. Cerebrum control body balance, 
4, Light is а form of energy transfer from higher temperature. 
to lower temperature. 


[221 Minia Governorate StMark Schools 


Answer the following questions : 


1. choose the correct answer : 
1. The weight of any body by increasing its mass. 


a. decreases  b.increases c. still constant А. no correct answer 


2. Which of the following is the fastest in conducting heat ? 

a. Copper, b. iron. c. Aluminium, d. Glass, 
3. We should sterilize the medical thermometer by using 

а. ethyl alcohol. b. boiling water. с, mercury. d. water. 
4. Hydrogen peroxide is used in preparing gas. 


a. hydrogen Б. охудеп ^ c nitrogen d.carbon dioxide 


5. The gas which makes limewater turbid is 
s.oxygen. Б. nitrogen. с. carbon dioxide, d. ozone. 
6, +... controls the reflex actions, 
a. Spinal cord b. Cerebellum с. Cerebrum d. Brain 


2. [A] Complete the following statements 


1. Mass is measured by scale, whereas weight is measured by 


and are some usages of good heat conductors. 
3. Carbon dioxide gas is prepared in laboratory by dropping 

over 
4. The central nervous system consists of - and 


18] Classify each of the following joints according to their types : 
1. Knee joint. 
2, Shoulder joint. 
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[C] What is function of ... 7 
1. Skull, 


2. Cerebellum. 
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3. [A] Write the scientific term : 


1. The force with which a body is attracted to the Earth, t di 
2. The gas that forms 21% of the volume of air. ened 
3. A gas that is called azote which means lifeless. (ed) 


4. Linked to the brain through the spinal cord and is responsible for 


involuntary actions. 


[B] If an object's its mass 30 kg on the Earth, calculate : 


1. Its mass on the moon. 


2. ts weight on the Earth 


IC] Give reasons for : 


1. Carbon dioxide is used in extinguishing 


2. The backbone is very important. 


fires. 


A. [A] Compare between the medi 


ical thermometer and celsius thermometer 


Points of comparison 


Medical thermometer | Celsius thermometer. 


1. Scale: 


2. Usage : 


3. Used liquid : 


3 


18] Put (Y. or (x) : 
1. Kilogram nearly equals the mass of one paper clip. ty 
2. All metals are good conductors of heat. C) 
3. Oxygen combines with burning magnesium ribbon forming a white 
substance. t1 


4. There are 12 pairs of spinal nerves and 31 pairs of cranial nerves. ( ) 
ІСІ Mention two uses of carbon dioxide gas. 
2 : 


Answer the following questions 
1. [A] Complete the following : 
1. The weight of the body is measured by 
2. The gas used to filing car tiers. 
3. All metals are - conductors of heat. 
4, The number of vertebra of backbone is 


]8[ If an object's mass is 30 kg. on the Earth, calculate : 
1. Its mass on the moon. 


2. Its weight on the Earth. 


2. [ay Put (¥) or (x) 
1. Aluminium is а bad conductor of heat. 


2. Myelin sheath surround the nerve cell axon, 
3. Oxygen gas occupies 78% ofthe atmospheric air componets. 
4, Mass has no direction. 


[B] What happens when ... ? 
^. Hip (thigh) joint has a limited. 
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2. Increase the represent of carbon dioxide in atmosphere layer. 


3. [A] Write the scientific term : 
1. An organ responsible for the reflex actions of body. 
2. A flame used in cutting and welding metals. 
3. Materials that do not let heat flow through. 
4. The amount of matter in an object. 


[B] Give reasons for : 
1. Ozone layer is very important for our life. 


2. Brain is located inside the skull 


IA] Choose the correct answer : 
1. The used liquid in the celsius thermometer is — 


a. alcohol. bı water. с mercury. d. ol. 
» is bad conductor of heat. 
a. Copper b. Glass c. Iron d. Aluminium 


responsible for involuntary processes of the body. 
a. Spinal nerve b. Cerebellum с. Medulla oblongata d. Brain 


La gas used in extinguished firs. 
a Oxygen Ы Меһап © Nitrogen d. Carbon dioxide 
IB] Look at the figure, then answer : 
1. This figure represents the 1 1 
fermento: ® ® (ow 
2. Label the figure : 
e ы 9 (9 = 5) 


bok) ell 437)‏ حبرت رتم 
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Answer the following questions : 
1. [A] choose the correct answer : | 


1 isa good conductor of heat. | 
a. Glass b. Copper c. Wood 
2. protects the Earth from harmful radiation that comes from the Sur. 
а. Carbon dioxide gas b. Ozone layer с. Oxygen gas 
3. The cerebellum is responsible for 
a. voluntary actions, 0. memory. c. keeping the body balanced. 
4, The amount of matter in an object is 
a. mass. b. volume. c. weight. 


[B] if an object's mass = 30 kg. calculate : 
1. It's weight on Earth 
2. ifs weight on moo 


2. [A] Put (v) or (x): 
1. Nitrogen gas occupies 78% of the atmosphere air components. 
2. Mass is measured by Newton. 
3. The number of cranial nerves is 31 pairs. 
4, Heat transfers from hot object to cold one. 


[B] Compare between celsius thermometer and medical thermometer : 


Points of comparison | Celsius thermometer | Medical thermometer 


1. Range of scale : 


2, Its uses : 


З. [A] Write the scientific term : 
1. Itis composed of the skull, the backbone and ribcage. 
2. The force by which object is attracted to the Earth, 
3. Itis the basic structure unit of the nervous system, 
4. Agas turbids the clear imewater. 
[B] Give reasons for : 
1. Nitrogen gas is called azote means lifeless gas, 
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2. Handles of cooking pots are made of wood or plastic. 


Д, [А] Complete the following : 
1. The device of measuring mass is - 


2. The knee joints is form of joint. 
3, Oxygen gas is collected by displacing of downward. 
4.In process plants absorb carbon dioxide gas and produce oxygen. 


[8] What is the name of the figure. 


Label the figure 
(BD ненен 


25 Qena Governorate 


Answer the following questions : 
1. [A] Complete the following : 


1. Mass is measured by <... scale, while weight is measured by 
scale. 
2. The scale of medical thermometer starts from *C and ends at 
cet, 
3. Oxygen is prepared by decomposition cf. in presence of - 
4. The main control center in your body is =. and it is found inside 


a bony case called 
1B] An object, its weight on moon's surface is 10 Newton. calculate : 
1. Its weight on the Earth's surface, 


2. Its mass on the Earth's surface. 


2. [A] Choose the correct answer : 
1. As a result of heat flow through metals, they 


з. expand. b. contract. c. constant. — 4 (a) and (b) 
2. Carbon dioxide gas evolves by adding dilute hydrochloric acid to 
а. calcium oxide. b. calcium carbonate. 
с. calcium hydroxide. d. calcium chloride. 
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3. Reflex action takes place through 
а. medulla oblongata. b. cerebrum. 
4, Femur bone is attracted to... 
a, shoulder. b, pelvic. c.ribecage. d. humerus. 


с. cerebellum. 4. spinal cord, 


[B] What happens when... ? 
1. A body moves away from the center of the Earth. 
2. Medical thermometer is put in boiled water. 


3. [A] write the scientific term : 


1. A gas composed of three oxygen atoms. ГЕ) 
2. The amount of matter in an object. ( ) 
3, The location at which bones meet each other. ( ) 
4. A gas that composes the protein substance that builds up 

out bodies. t ) 


[B] Give reasons for each : 
1. Copper is good conductor of heat. 


2. Cerebellum is very important for human body. 


Д. [A] Put (У) or (x) In front of the following : s 

4. Knee is frealy movable joint. 

2, Heat transfers from cold object to hot abject. 
3, Backbone consists of 33 vertebrae, 

4. Nitrogen is used in making soft drinks, 


[B] Look at the figure, then answer : 
4. This figure represents ~- 
2. Label the figure: 
Ф 
Фм 
Que 
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Answer the following questions : 


e [A] Complete the following statements : 
1. The measuring unit of weight is ------ , While the measuring unit of mass 


; 
رذ‎ ١ 
2. Copper is from -+-+ conductors of heat. \ 


3. Carbon dioxide molecule consists of опе carbon atom linked with two 


- atoms. 40 
4. Nitrogen combines with a lighted magnesium composing === substance. % 4 
5. The ribcage consists ОҒ... pairs of ribs. 
[B] Give reasons for : Ww 
1. Clear limewater becomes turbid when carbon dioxide passes in it. ) A 
b] 


2. Oxygen cylinders are used during climbing mountains. 


e [A] Write the scientific term of the following statements : 1 
1. The building unit of the nervous system. 
2. The amount of matter in an object. 
3. The main control center in human body. 


4. Gas is used in respiration and combustion processes. 


5. Organ in the central nervous system responsible for the reflex t ) 
action. to 
[B] Mention one function of : a 


1. The spring scale 7 


2. Celsius thermomete 


3. Ozone layer 
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[A] Put (v’) in front of correct statements and (ж) in front of incorrect one : 
1. Oxygen gas represents 78% of the volume of the atmosphere. 


2. Cooking pots are made of plastic. 


4. Air is from good conductors of heat. 
5. Oxy-acetylene flame is used in cutting and welding metals. 


( 
( 
3. Nitrogen gas is called azote which means "life gas". ( 
( 
( 
( 


6. Cerebellum maintains the balance of the body during movement. 


[B] What happens in the following cases ... ? 
1. Continuous exposure the man to noise. 


2. Increase of carbon dioxide percentage in the atmosphere. 


[A] Choose the correct answer : 

1. The lower fixed point in celsius thermometer scale represents the 
freezing point. 
a. liquids 

2. Backbone consists of --- 
a. 12 

3. From the freely movable joints is 
a. shoulder b. elbow 

4. A weight of body is 2 Newton so its mass is equal to ---- 
a. 0.2 gm b. 20 gm c. 200 gm 


5. Hydrogen peroxide dissociates in the presence of manganese dioxide 
(as a catalyst) into -+--+ 


a. water b. oxygen gas C. water & oxygen gas 


[B] Notice the following figure of medical 
thermometer, then label it : 
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Answer the following questions : 
[1 | [A] Choose the correct answer : 
. From the substances which are bad conductors of heat is 
a. iron b. wood c. copper 
. Which of the following gases have great percentage in atmospheric air ? 
a. Oxygen b. Nitrogen с. Carbon dioxide 
. The joints which allow movement in one direction only are 
a. immovable b. slightly movable с. freely movable 
. The operation of thermometer depends on the change of -........ with the 
change in temperature. 
a. gases volume b. liquid volume C. liquid mass 
. The ribcage in man consists of - pairs of ribs. 
а. 10 b. 11 с. 12 
. An object whose mass is (200 gm) on Earth's surface, so its weight equal 
a. 2 Newton. b. 20 Newton. c. 200 Newton. 
[B] What happen when ... ? 
1. We get rid of soil bacteria. 


2. Exhaled air passes through clear limewater. 


Ө лі Complete the following statements: 
1. The weight of the body on moon's surface = of its weight on 
Earth's surface. 
2. Heat is a form of the forms of --- 
3. Divers use ---- ... cylinder during diving under water. 
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[A] Write the scientific term : 
1. An indicator helps us to express the state of the body from 
point of hotness or coldness. 
2. Long strips that fix muscles on bones. 
3. The building unit of nervous system. 
4. A force with which a body is attracted to the Earth. 
5. A gas that its molecule is composed of three oxygen atoms. 
6. An instrument used for measuring the temperature. 
[B] Give reasons for : 
1. Damage of the medulla oblongata causes death. 


2. Carbon dioxide is used in extinguishing some fires. 


o [A] Correct the underline word in the following statements : 
1. Weight is a constant value and is not affected by changing 
the place. 
2. The scale of the medical thermometer starts 
from 35°C to 100°C. 
3. The axon of the nerve cell is surrounded by a gelatinous layer. 
4. The cerebellum lies at the back area of the brain above 
the two cerebral hemispheres. 
5. Hydrogen peroxide remains without change in quantity, 
or properties during the preparation of oxygen gas. 
6. The liquid that is used in making the thermometers is water. 
[B] In the opposite figure answer the following : 
1. Number © Is .. 
2. Number ® Is... 
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Answer the following questions : 


[1] [A] Complete the following : 
1. The mass can be measured by » and the weight can be measured 
Р 09 
2. The neuron consists of the cell body and which ends by the 
presence of ...- ١ 


3. As the mass of the planet increases, its gravity and that leads to 
the weight of the object. 


4. Carbon dioxide is ІМ خر‎ in the laboratory by adding ^ to the 
powder of -.- 5 
5. Water freezes at 
[B] Mention the following only : 
1. The substance that indicates presence of carbon dioxide. 
2. An example of involuntary muscle. 
3. The product substance from the combination of magnesium 
and oxygen. 


ез [A] Write the scientific term of the following : 
1. The part responsible for keeping the body balance during movement. 
( 
2. The degree of hotness or coldness of a body. 
3. Locations of bones meeting that allow the movement between them. 
(4 
4. Agas used іп filling the planes and cars tires and also contributes іп 
composing gunpowder. Е 
[B] Correct the underlined words : 
1. In preparing oxygen from hydrogen peroxide, Sodium VEGE is used as 
a catalyst. 
2. 12 pairs of ribs come out from the brain. 
3. Iron is used in manufacturing kettles that are used in houses and factories. 


4. The joint of shoulder is one of slightly movable joints. 
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[A] Choose the right answer from the followin: 
1. The mass of one litre of water equals. 
а. 1 gm. b. 1 kg с. 100 Newton. d. 100 gm. 
2. Ozone gas consists of - 
a. One atom. b. two similar atoms. 
с. three similar atoms. d. three different atoms. 
3. The gas that is used with acetylene gas in welding metals ---- e 
a. hydrogen. b. oxygen. C. nitrogen. d. carbon dioxide. 
4. The centers of thinking and memory lies in --- 
а. the medula oblongata. b. the spinal cord. 
C. the vertebral column. d. the two cerebral hemispheres. 
[B] Give reasons for the following : 
1. Passing the air on the hot copper during the preparation of nitrogen in lab. 


2. The ribcage surrounds the heart and the two lungs. 


3. Using wood in making the handle of cooking pots. 


4. Using liquids in making the thermometers. 


[2] [А] In the opposite figure that illustrates the structure of the medical thermometer : 
4. Number © is a bulb contains z 
2. Number © is 


3. Number @ is - 
is 


4. The thermometer scale starts from Я 
[B] If the mass of a body equals 30 kg on the Earth surface. Calculate: 
1. Its mass on the moon surface. 
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Answer the following questions : 


o [A] Choose the correct answer : 


1. An object whose weight оп the Earth's surface is 6 Newton, so its weight 
on the moon's surface is .-- 


а. 10 ы: с.1 
2. All the following are good conductors of heat except --- 
a. aluminium and copper. b. iron and aluminium. 
с. copper and iron. d. glass and wood. 
. Hydrogen peroxide is used in preparing ==- gas. 
. охудеп b. hydrogen c. nitrogen d. carbon dioxide 
. is from the reflex action. 
. Heartbeats 
. Eating on feeling hungry 
. Blinking when something gets close to the eye 
. (a) , (b) and (c) 
[B] Give reason for each of the following : 
1. There is a constriction above the mercury bulb in the medical thermometer. 


2. It is necessary to eat healthy food that is rich in calcium and phosphorus. 


3. It is necessary to leave spaces between the railway bars. 


4. The ribcage surrounds both the heart and the lungs. 
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[A] Write the scientific term : 

1. The system responsible for controlling all body systems. 

2. A colourless gas that is the main component of all protein 
compounds. 

3. The area where bones meet and allow the movement. 

4. The thermometer whose scale ranges from 35°C to 42°C. 

[B] Mention one function for each of the following : 

1. Cerebellum : - 

2. Tendons : ~~ 

3. The spring scale : 

4. The ozone layer : 


e [A] What happens in the following cases ... ? 
1, ced magnesium ribbon is placed in a jar filled with nitrogen gas. 


2. سند‎ big quanti’ of soft drinks. 
3. All the substances that man use are good conductors of heat. 


4. Condensation of nitrogen gas. 


ІВІ Compare between mass and weight aceording to: 


d Measuring i unit : 


2. Measuring device : 


@ гл Put (v) or (x): 
1. The liquid used in the medical thermometer is alcohol. 
2. The shoulder joint is a freely moveable joint. 
3. Cooking pots are made of plastic. 
4. Heat transfers from a cold object to a hot object. 
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ІВІ Look at the following figure, then answer : 
1. Write what each label represents on the figure : 


2. Mention one use for the evolved gas. 
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Answer the following questions : 


@ [4] Complete the following statements : 

1. The number of cranial nerves is ---- „гапа the number of spinal nerves 
is - 

2. Oxygen is produced from ...-.......1. process and carbon dioxide is produced 
from --- 

3. Heat transfers from the ---- ^ temperature 
object. 

4. As the mass of the planet on which the body exits increases, the 
of the planet increases and ~ of the body increases. 

5. The main center of the control in your body is ·-..---........ and it is found inside 
a bony case called 

[B] Give reason for each of the following : 
1. Leaving spaces between the railway bars. 


2. Ozone gas is very important in nature. 


[A] Write the scientific term of each of the following : 
1. The main source of preparing nitrogen gas. 
2. Materials that don't let heat flow through. 
3. What fixes muscles to bones. 
4. The gas that turns limewater turbid. 
5. The building unit of nervous system. 
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[B] Explain : 
1. The mercury is used in manufacture of thermometers. 
35 
b)-- 
2. Observe the opposite figure, and 
write the label: 


€ [^] What is the function of each of the following : 
1. Hydrogen peroxide during the preparation of oxygen in the laboratory. 


2. Spring scale. 


3. Celsius thermometer. 


[B] Choose the correct answer : 
1. Among the freely movable joints are تت‎ joints. 
a. knee b. thigh c. elbow d. skull 
2. Celsius is the measuring unit of -.-.-.-------- 
a. weight. b.temperature. с. volume. d. mass. 
3. The metal that is better in conducting heat is ----- 
a. aluminium. b. iron. c. copper. d. mercury. 
4. The thoracic іп the man consists of --.- »- pairs of ribs. 
a.11 b.31 c. 12 d.14 
5. Oxygen is present in the atmosphere in gas state in form of molecules, its 
structure 
а.Оҙ i c. O2 di O4 


[A] Correct the underlined words : 
1. Calcium carbonate is used in preparation of nitrogen gas. 
2. There is a constriction above the mercury bulb in 
the Celsius thermometer. 
54 | 
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4. The spinal cord controls the heartbeats. 
5. Nitrogen is also called azote which means life gas. 

[B] An object whose mass on Earth is equal to (6 Kg). Calculate : 
1. Its weight on the surface of the Earth. 


2. Its weight on the surface of the moon. 


Answer the following questions : 
е [A] Choose the correct answer : 
1. The weight is measured by -------.--.---- scale. 
a. sensitive b. digital с. two arm 
. The liquid used in the Celsius thermometer is ---- 
a. hydrogen peroxide. b. alcohol. 
с. water. d. mercury. 
. Which of the following is faster in conducting heat ?.--............ 
a. Glass. b. Aluminium. c. Copper. d. Iron. 
. One of the slightly movable joints is the joint. 
a. thigh b. shoulder c. wrist d. knee 
$ ^ is used to make the iron handle. 
a. Iron b. Copper c. Aluminium d. Plastic 


. Carbon dioxide is produced when diluted hydrochloric acid is added 
to the -~ € 


a. calcium carbonate. b. calcium oxide. 
C. calcium hydroxide. d. calcium chloride. 
[B] What would happen in the following cases ... ? 
1. The overuse of soft drinks. 


2. Not leaving spaces between railway bars. 


iI en л | (Stop by Stop & Final Exams) ıl yale! ( 65 


هذا العمل حمرى على موقم ذاكرولى التعليمى ولا opii оошу‏ فى أى مواقم أثرى 
لمزيد من أعمالنا تفضل بزيارة موقعنا على الانترنت https wwwzakrooly.com‏ 


ЕЗ [^] write the scientific term of each of the following statements : 


1. The measurement unit of weight which is almost equal to 
amass 100 grams. 


. Aflame used in cutting and welding metals. 
. The degree of hotness or coldness of a body. 
. Agas contributes in composing proteins and living tissues. 


. The phenomenon which leads to raise in the Earth’s temperature and 
causes changes in the climate. 


. An organ connects the brain with the spinal cord and is responsible for 
involuntary processes. 
[B] An object's mass = 30 kg on the moon's surface. Calculate : 
1. Its mass on the Earth. 


2. Its weight on the Earth's surface. 


3. Its weight on the moon's surface. 


@ [^] Correct the underlined words : 

1. The internal substance of the spinal cord is the yellow matter. 

2. The liquid used in the medical thermometer is water. 

3. Argon is used in extinguishing of fires. 

4. The centers of thinking and memory are located 
in the medulla oblongata. 

5. Hydrogen peroxide dissociates in the presence 
of manganese dioxide and produces helium gas and water. ( 

6. The Earth gravitational force increases as the body moves 
away from the Earth. 

[B] 1. What is the name of the opposite figure ? ..... 
2. Write down the labels on the figure. nucleus 
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[A] Complete the following statements by suitable words : 


. Materials are classified according to conducting heat into -.--- 
апас 


. Mercury remains liquid between two degrees of temperature which аге 
- and -- m 


. Carbon dioxide gas is converted into a liquid by --- ~- and + 


. The number of cranial nerves is - pairs, while the number of spinal 
nerves is “ pairs. 


. The rapid union between oxygen and elements produces heat and light , 


itis named -, whereas if it is slow in the presence of moisture , it is 
named - 


. The - controls the reflexes, while the cerebellum is responsible 
for -- 


[B] Write the scientific reason of each of the following : 


1. The windows in the cold countries are made of two sheets of glass with 
space containing air in between. 


2. Nitrogen is used in filling car tires. 


Answer the following questions : 


[1] [A] Complete the following statements : 


1. The scale of medical thermometer starts from ---.-.------- “С and ends at 
8 
E С. 


. Тһе central nervous system іп human consists of two main parts which аге 
“ апа 


. The main idea to make а thermometer is the change іп of the liquid 
by changing 


. During photosynthesis process in green plants ~ gas is produced, 
while burning of organic materials produces gas. 


. From measuring devices of mass is -... whereas weight is measured 
by using -- - 
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[B] Give reasons for each of the following : 
1. Aluminium and stainless steel are used in making cooking pots. 


rogen is used to store petroleum and some flammable materials. 


3. Increased ratio of carbon dioxide gas in the atmosphere in recent years. 


[A] Write the scientific term : 


1. A gas exists in the atmosphere that protects Earth from harmful radiation 
coming from the Sun. ( 


2. An instrument used for measuring the temperature of liquids. ( 
3. The skeleton which includes the upper and lower limbs. ( 


4. A form of energy transfers from an object to another if 
they differ in temperature. ( 


5. Agas combines with oxygen to produce a flame whose 
temperature is sufficient to melt metals. ( 
[B] An object whose mass on Earth equals 30 kg. Calculate : 
1. Its weight on Earth : 
2. Its weight on the moor 
3. Its mass on the moon : 


e [A] Choose the correct answer : 
1. Addiction passively affects the nervous system causing >> 
a. muscle stress. b. sprains. с. sleepless. 
2. The gas which is used in making dry ice ів.---..-..-.. gas. 
a. carbon dioxide b. oxygen с. nitrogen 


3. The weight of a person in a balloon at certain height from Earth's surface 
equals 70 Newton so, the weight of the person on Earth's surface is --- 


a. 69 Newton. b. 70 Newton. c. 71 Newton. 


4. А of the following are properties of mercury as a thermometical substance 
except < a 


a. good conductor of heat. 
b. give limited extent to measure temperature. 
c. not adhere to the walls of capillary tube. 
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5. Magnesium ribbon keeps burning inside a cylinder full of carbon dioxide 
gas forming ---- v 


a. magnesium oxide and coal. b. magnesium oxide and oxygen. 
с. magnesium oxide and carbon dioxide. 
[B] What would happen in the following cases ? 


1. The mercury bulb of medical thermometer is broken and mercury is spilled 
inside the mouth of the person using it. 


2. The hand suddenly touches a hot object. 


€D гл Correct the underlined words in the following : 

1. Medulla oblongata maintains the body balance during motion. ( - 

2. Carbon dioxide gas is used in filling car tires. [E 

3. Oxygen molecule consists of three oxygen atoms. ( 

4. Aluminium conducts heat faster than copper. ( 

5. Carbon dioxide gas reacts with clear limewater forming white 
precipitate of calcium hydroxide which is insoluble in water. ( -- 

[B] Look at the opposite figure, then label the numbers. 
Qo. 


Answer the following questions : 

[1] [A] Complete the following statements : 
1. The device which is used to measure the temperature is -.---- 
2. The central nervous system is composed of -... 
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3. Preparation of oxygen іп the laboratory from --- with manganese 
dioxide. 


4. A body mass on the Earth's surface is 5 kg., the same body mass on the 
moon's surface is -+-+ 
5. We must avoid jumping from high places to avoid 
locomotory system. 
[B] Mention one function or importance of each of the following : 
1. Celsius thermometer. 


. The amount of matter that the body contains. C 


. Types of muscles that work automatically and we can't control there 
movement. 


. A gas used in making soft drinks. 


. A part of brain which regulates the involuntary processes 
of the body. 


. A gas produced from green plants during photosynthesis 
process. 


[B] Give reasons for each of the following : 


e [A] Choose the correct answer : 
1. From the materials which are good conductors of heat 
a. plastic. b. air. c. wood. d. mercury. 


EN 
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. A part of the nervous system responsible for reflex actions 
a. cerebrum. b. cerebellum. 
с. medulla oblongata. d. spinal cord. 
. From the properties of oxygen, it is ---- --- soluble in water. 
a. scarcely b. rapidly c. non d. (a) , (b) and (c) 


. If an object's weight on the Earth's surface is (6) Newton, its weight on the 
moon's surface will be 


a. 6 Newton. b. 60 Newton. c. ğ Newton. d. 1 Newton. 
. Carbon dioxide turbids the clear limewater due to formation of ---- 
а. calcium oxide. b. calcium carbonate. 
c. calcium hydroxide. d. carbon. 
[B] What would happen in the following cases ... ? 
1. The reaction between nitrogen with oxygen by lightening. 


2. The constriction is not found in the capillary tube of the medical 
thermometer. 


3. All human bones are fixed with each other. 


€D [^] Put (x) or (v) in front of the each of the following statements : 
1. The weight is the force with which a body is attracted to the Earth. 


2. Carbon dioxide molecule consists of one oxygen atom linked with 
two carbon atoms. 


3. The medical thermometer scale starts from 32*C to 45*C. 
4. Ozone gas consists of three oxygen atoms. 


5. One kilogram equals 1000 grams which equal one litter 
of distillated water. 


6. Humerus bone and forearm bones are from parts of lower limbs. 
[B] Write two ways only to maintain our nervous system. 

4,4% 
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Answer the following questions : 


oO [A] Choose the correct answer : 
. Тһе Newton is nearly equals the weight of a body its mass is 
а. 10 b. 100 с. 1000 d. 10000 
. From the immovable joints --.--.-........ 
a. shoulder joint. b. wrist joint. c. elbow joint. d. skull joints. 


. When oxygen unites rapidly with elements and produces heat and light, 
this union is called 


a. oxidation. b. burning. c. neutralization. d. decomposition. 
. Determine which of the following materials is faster in conducting heat ? 


a. Aluminium. b. Iron. с. Copper. d. Glass. 
. The ---- - gas contributes in the composition of soil fertilizers. 
a. oxygen b.carbon dioxide ^ c. nitrogen d. chlorine 
[B] A piece of rock is placed in a pan of double pans balance, the sum of 


masses which are placed in the other pan is 300 gm. to make balance. 
Answer the following : 


1. What is the mass of the piece of rock ? 


2. What is the weight of the piece of rock on the Earth's surface? 


3. What is the effect of changing the place on both mass and 
weight of the rock piece ? 


Ө [^ Put (v) or (x): 
1. Celsius thermometer is used іп measuring the human 
body temperature. 


2. The cerebellum is responsible for keeping the body balance 
during movement. 


3. The cooking pots and kettles are made up of plastic. 
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4. Mercury is used іп thermometers because it is а regular 
expanding material. 


5. Mass is the force of Earth’s gravity to a body. 
6. Bones of the lower limbs are connected to the shoulder bones. 
[B] What happens when ... ? 
1. Putting a glowing magnesium ribbon in a jar containing carbon dioxide. 


2. Your hand suddenly touches a hot body. 


[A] Write the scientific term of each of the following : 

1. A type of muscles that work automatically and you 
cannot control. 
2. Materials that do not let heat flow through. 
3. A flame used in cutting and welding metals. 
4. The main control center in the human body. 
[B] What is the role of each of the following : 

1. Yeast in making bread. 


[C] Look at the opposite figure, then answer : 
1. What is the name of this figure ? .......... 
2. Write what is indicated by numbers : 


[A] Complete the following statements with suitable words : 


1. The mass is measured by --..........- scale, while the weight is measured by 
-- scale. 


2. The oxygen gas is produced plentifully from --- ing --------- process. 


3. Heat is a form of that transfers from the temperature 
object to the low temperature object. 
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4. Muscles are fixed to bones by ------ ^, While --- are found between 
vertebrae of backbone to prevent their friction. 


5. The peripheral nervous system consists of - of cranial nerves and 
= of spinal nerves. 
[B] Give reasons for each of the following : 
1. Heavy woolen clothes are used in winter. 


2. The bridges' pillars made of iron are isolated from moisture with paints. 


3. Reducing the intake of stimulating substances such as coffee. 


Answer the following questions : 

EB complete the following sentences : 
1. All metals are -.---.---------.conductors of heat. 
2. Mass is constant and does not change with the change of 
3. The heat is а form of the forms of -+ 


4. The percentage of carbon dioxide gas in atmosphere equals --- 
the symbol of --- 


5. The brain consists of cerebrum, 
6. The backbone consists of + vertebrae. 


[A] Put (V) or (x) : 
1. The digital balance is used in measuring weight. 
2. Copper is considered from bad conductors of heat. 
3. Celsius thermometer is used to measure human temperature. 
4. Nitrogen is called azote and its meaning gas of life. 
5. The spinal cord is responsible for reflex actions in human body. 
6. The knee joint is an immovable joints. 

[B] Give reason for the following statements : 

1. The decrease of green areas harm the environment. * 
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2. Тһе cooking pots аге made of aluminium, while Ив handles аге made of 
plastic. 


[A] Choose the correct answer from the following :- 
1. The gas which is used with acetylene in welding metals is -.............. 
a. oxygen b. nitrogen c. hydrogen d. carbon dioxide 


. The weight of the body on Earth's surface is 6 Newton, so its weight on 
moon's surface equals 4 


а. 1 kg. b. 1 Newton c. 6 kg. d. 6 Newton 
. The thoracic cage in the man consists of <. pairs of ribs. 
а.10 b. 11 с.12 d. 13 
. The part which is responsible for keeping human body balance is .-...-....... 
two cerebral hemispheres. b. cerebellum. 
c. medulla oblongata. d. spinal cord. 


. Hydrogen peroxide decomposes in presence of manganese dioxide 
BS saisis 1 


a. oxygen and hydrogen. b. oxygen and water. 
c. hydrogen and water. d. hydrogen and manganese. 


. Oxygen is present in the atmosphere in gas state in form of molecules its 
structure 


a.0 5 с.Оҙ d.O4 
[B] A body its mass is 10 kg. Calculate its weight of an earth's surface. 


@ [^] Look at the opposite figure, then answer : 
1. Write the name of figure. 


2. Label the figure : 
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[B] Correct the underlined words : 
1. Different metals transfer heat by the same rate. 
2. Nitrogen gas is used in extinguishing fires. 
3. The molecule of ozone gas consists of four oxygen atoms. 
4. Cartilages link bones with muscles. 


Answer the following questions : 
[1 | [A] Complete the following statements : 


. The force of Earth’s attraction to a body is called - and is measured 
in а unit called 


. Plastic is a -- conductor of heat and is used in making -~ 


. During the preparation of /-......... gas, hot copper combines with the 
found in the air. 


. The medical thermometer scale starts from -.... - degree Celsius until 
42 degree Celsius and every degree is divided into 
. The human axial skeleton consists of ---- ^^, ribcage and 
і ... gas turbids limewater because of the formation of .... 
doesn't dissolve in water. 
[B] Answer the following question : 
Which of the following two thermometers has a constriction : 
medical or Celsius thermometer and why it has this constriction ? 


[A] Correct the underlined words : 
. Water is a regular expanding material. ( 
. Nitrogen gas protects the Earth from harmful radiations. ( 
. The operation of thermometer depends on the change of the 
density of the liquid inside with the change in temperature. ( 
. In the human nervous system, medulla oblongata is 
responsible for receiving nerve impulses from sense 
organs and sending responses to these impulses. 


هذا العمل حمرى على موقع ذاكرولى التعليمى ولا opty оошу‏ أى مواقم أثرى 
لمزيد من أعمالنا Jad)‏ بزيارة موقعنا على الانترنت https wwwzakrooly.com‏ 


[B] If the weight of a certain body on Earth's surface is 300 Newton. 
Calculate its : 


1. Mass. 


2. Weight on Moon's surface. 


[C] Explain each of the following : 


1. Pungent odour evolves as a result of adding water to the product of 
burning magnesium in nitrogen. 


2. There are cartilages between vertebrae of the backbone. 


e [A] Choose the correct answer : 

1. Nitrogen is used in making - 

a. dry ice. b. fertilizers. с. soft drinks. 

2. The weight of a human in a balloon away from the Earth's surface will not 
be equal to his weight on Earth's surface because of the in the 
effect of Earth's gravitational force as we go away from Earth's surface. 
a. decrease b. stability C. increase 

3. The muscles of the - are voluntary muscles. 

a, heart b. urinary bladder c. trunk 

4. One of the properties of carbon dioxide is being 

а. heavier than air. b. lighter than air. c. scarcely soluble in water. 


[B] Compare between cranial nerves and spinal nerves, in terms of : 


1. The place where they | ~~ 
emerge from : 


| 2. Their numbers : 


[C] What would happen in each of the following cases ? And why ? 
1. The mass of cleansing wire after burning. 
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2. Making the handle of a kettle from copper. 


[A] Write the scientific term of each of the following : 


1. Agas is molecule that consists of two atoms of oxygen and 
опе atom of carbon. 


2. An indicator that helps us to express the degree of 
hotness of coldness of a body. 


3. The location where two bones meet together in 
the human body. 


4. Agas prepared by using hydrogen peroxide. 
[B] Mention one function of : 
The balance scale 


[C] Examine the opposite figure , then answer the following questions : 
1. Write the labels on the drawing : 


Answer the following questions : 
oO [A] Complete the following statements : 


1.The - is used in measuring the temperature of liquids, whereas the 
is used in measuring the temperature of the human body. 
2. Water consists of united of one atom of <... 
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З. The human skeletal system consists о! and 
4. Mass is measured By using -------- and the measurement unit of 
the weight is 
[B] Correct the following statements : 
1. The skull joints are from slightly movable joints. 


2. When the mass of an object on Earth's surface equals 6 kilogram, so its 
weight on moon's surface is 60 newton. 


3. Aluminium conducts heat faster than copper and iron. 


4. The atmosphere protects the Earth by absorbing the gases coming from 
outer space. 


e [A] Choose the correct answer : 
1. From bad conductors of heat are 09 
а. iron and aluminium b. copper and glass 
c. glass and wood d. aluminium and copper 
2. The scientist who discovers the nitrogen gas is 
a. Anders Celsius b. Joseph Ж”; 
с. Daniel Rutherford d. Antoine Lavoisier 
3. All the following from the components of central nervous system 
except ıs... 
a. spinal nerves. b. two cerebral hemispheres. 
с. spinal cord. d. medulla oblongata. 


4. When the exhaled air passes through clear limewater it turbids due to 
the formation of 


a. calcium carbonate. b. calcium oxide. 

c. calcium hydroxide. d. calcium sulphate. 
5. The measuring device of the weight is --- - 

a. sensitive scale b. two arms scale 

c. the spring scale d. digital scale 

fix muscles with bones. 
a. Tendons b. Joints 
c. Muscular fibers d. (a) and (b). 
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ІВІ What happens іп the following cases ? 
1. The over use of stimulation substances. 


[A] Write the scientific term of the following statements : 
1. The amount of matter that the body contains. 
2. Spontaneous response of the body to different stimuli. 
3. Agas that is prepared from hydrogen peroxide. 
4. Type of muscles act spontaneously and cannot be controlled. ( 
5. It is the degree of hotness or coldness of a body. 
6. A flame used in cutting and welding metals. 
[B] Look at the opposite figure, (Ө) 
then answer the questions : 
1. This figure indicates 
the structure of 
2. Label the points as indicated by 
the figures 


[A] Give reasons for the following statements : 


1. The handles of cooking pots are made of wood or plastic, while the cooking 
pots are made of aluminium. 


2. During preparation of nitrogen gas in laboratory, air is passed in potassium 
hydroxide solution and over a hot copper. 
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[B] Mention one function оҒ: 
1. The constriction above the bulb in the medical thermometer. 


2. The two cerebral hemispheres. 


afr El-Sheikh Governorate 


Answer the following questions : 


a [A] Write a scientific term : 


1. Gas increase in its percentage in air leads to the suffocation of li 
organisms. 


2. The amount of matter in an object. 
3. It consists of the bones of upper and lower limbs. 
4. It is the degree of hotness or coldness of a body. 
[B] Look at the following figures, then answer the following questions : 
1. Figure (а) represents the -- 
which is used to measure - 


2. Figure (6) represents the 
which its function is - 


[C] xri % 


2. Тһе function of the cerebellum. 


[A] Choose the correct answer : 
1. Limewater is 
a. calcium carbonate. b. calcium oxide. 
с. calcium hydroxide. d. calcium sulphate. 
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2. From reflex actions --.--- 
a. heartbeats. b. eating when hungry. 
c. blinking when something gets close to the eye. 
d. all the previous. 
3. The main idea to make a thermometer is changing the --.- .- of the 
liquid according to changing the temperature. 
a. volume b. density с. mass d. weight 
. The Newton is nearly equals the weight of a body its mass is 3 
а. 109. b. 1009. с. 1000 9. d. 10000 9. 
[B] Give reason for each of the following : 
1. Oxygen is collected by downward displacement of water. 


2. The handles of cooking utensils are made of wood or plastics. 


Definition : 


Example : | 


[A] Complete the following statements : 


1. Cerebral hemispheres is the largest part of the brain, it consists of two 
halves separated by and attached to each other through 


2. The main component in protein is --- 


. The movement is generated by the ability of 
relax. 


. The scale of medical thermometer starts from -- ей 
. As the mass of the planet оп which the object exists increases, the object's 
ve . increases. 
[B] Correct the underlined words : 
1. The used liquid in the medical thermometer is water. 
2. Ozone molecule is composed of two atoms of oxygen. 


БА 
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3. Muscles prevent the friction between vertebrae of 
backbone during movement. 

4. Carbon dioxide is prepared in the laboratory from the reaction 
between hydrochloric acid and copper sulphate. (- 


[A] Select in column (В) the appropriate іп column (А) 


1. Potassium hydroxide solution | a. 12 pairs of nerves. 


b. It is used to absorb carbon dioxide 
2. Nitrogen gas when preparing nitrogen in the 
laboratory from the air. 


3. Cranial nerves e It is used in filling car tires. 
|а. Regulating heartbeats 


1 2. 1 3. 


[B] Ри (у^) in front of the correct statements and (х) in front of the false ones : 
1. Oxy-acetylene flame is used in cutting and welding metals. ( 


2. The medulla oblongata delivers nerve messages from the body organs to 
the brain and vice versa. 


3. The mass of materials decreases after combination with oxygen. 
[C] Look at the figure in front of you and, then answer for the following : 


1. What the name of the 
opposite figure ? 


2. Write the name of 
labels © and © 
Ф 
© 
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A Answer the following questions : 
d a [A] Complete the following statements : 
N | 1. Oxygen gas is prepared from --- .... in presence of ---- 
e 2. The number of vertebrae of vertebral column in human body is 


and the number of spinal nerves is ---- -“ pairs. 

is used in measuring temperature of different liquids, whereas 

is used in measuring the temperature of the human body. 

- and it's found inside 


с 


4. The main center of the control іп your body is 
a bony case called .... 
5. The water is freezed at --.- 


-x and boiled at -- 


[B] Fill in the following table : 
IA 


Points of Comparison 


Definition : 


Effect of different places : 


Direction : 


Ame rl 


e [A] Write the scientific term of each of the following statements : 


Ü 1. An organ responsible for the reflex actions of the body. (Се 9 5 
| 2. Agas used as an inactive material іп the tanks of liquefied ! ١ 
е | explosives such as petroleum. ( to 
a 3. An indicator helps in expressing the state of the body from a 
| the point of hotness and coldness. (C 7 
4. Agas сап Бе prepared from adding dilute hydrochloric acid } s 
to calcium carbonate powder. (is 9 
5. Long strips that fix muscles on bones. ГЄ 5 
6. Materials are used to make handles of cooking pots. ( 


м) 
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ІВІ Mention one function оҒ: 
1. Oxy-acetylene flame. 


2. The constriction in the capillary tube in the clinical thermometer. 


€ [^] Choose the correct answer : 
1. When a glowing magnesium ribbon is placed in а jar containing carbon 
dioxide on the walls of the jar, the element formed is 
a. magnesium. b. carbon. c. nitrogen. 
. Myelin sheath surrounds the --- 
a. nerve cell axon. b. cerebellum. с. spinal cord. 
. Which of the following is faster in conducting heat ? 
а. Aluminium. b. Iron. c. Copper. 
. Which of the following gasses have great percentage in atmospheric 
air? 
a. Oxygen. b. Nitrogen. c. Carbon dioxide. 
. The Newton is nearly equals weight of a body its mass ---.----.---..: 
а. 10 b. 100 c. 1000 
[B] Give reasons for each the following statements : 
1. Nitrogen is used in filling car tires. 


2. The necessary of eating healthy food rich in calcium. 


3. Clear limewater becomes turbid when carbon dioxide passes іп it. 


[A] What would happen in each of the following cases ... ? 
1. Adding the yeast to dough on making bread. 


2. Nitrogen is not present in the atmospheric air. 


aT 
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3. Abody moves away from the center of the Earth. 


[B] Mention : 
1. Why is mercury preferred in making a thermometers ? (4 reasons) 


Answer the following questions : 


Oo [A] Complete the following statements : 


1. The measuring unit of mass is ^ whereas the measuring unit of 
weight is - 


2. The main center of the control in your body is and it is found 
inside a bony box called . 


3. The oxygen gas is produced plentifully from ----- «= during -= 
process. 
[B] Mention one function of each of the following : 
1. Ribcage. 


2. The oxy-acetylene flame. 
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e [A] Choose the correct answer : 
. Which of the following is faster in conducting heat ? --. 
a. Iron. b. Copper. c. Aluminium. 
. Which of the following joints is limited movement ? --.-- 
a. Shoulder. b. Wrist. c. Elbow. 


. If the body weight оп earth's surface equals 6 Newton, its isla on 
moon's surface equals --- 


a. 1 kgm. b. 1 Newton. c. 6 kgm. d. 6 Newton. 


. Which of the following gases has great percentage in atmospheric 
air ? = 


a. Oxygen. b. Nitrogen. c. Ozone. d. Carbon dioxide. 
. Which of the following is responsible for keeping the body balance ? 
a. Medulla oblongata. b. Two cerebral hemispheres. 
c. Spinal cord. d. Cerebellum. 
[B] What would happen in the following cases ... ? 
1. A nail wetted with water is exposed several days to humid ai 


[A] Correct the underlined words : 
1. The weight is constant and does not change from one 
place to another. 


2. The axon of the nerve cell is surrounded by gelatinous layer. 
3. The liquid used in the thermometer is the alcohol. 


4. Oxygen gas is prepared from hydrogen peroxide dissociates in 
the presence of carbon dioxide gas. 


5. From the brain (10) pairs of cranial nerves come out. 
[B] Give reasons for the following : 


1. Nitrogen is collected by the displacement of water downward during its 
preparation in the laboratory. 


2. In the clinical thermometer there is a constriction above mercury reservoi 
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[A] Write the scientific term of the following : 
1. The attraction force of the Earth to the body. 
2. Agas molecules consists of three atoms of oxygen. 
3. The substances that do not allow heat to pass through. 
4. A gas used in the storage of petroleum and some 
inflammable substances. 
5. An organ responsible for the reflex actions of the body. 
[B] Look at the opposite figure, then answer : 
1. Write what represents each label on the figure : 
— Substance (a) : 
— Liquid ©: .. 
2. Mention two uses of carbon dioxide gas : 


Answer the following questions : 
ae Complete the following statements : 
1. Carbon dioxide gas converts into liquid by 
2. Balance scale is used to measure 3 
measure weight. 
3. Temperature is the degree of ............. 
4. The neuron consists of two main parts which are 


Give reasons for : 
1. Damage of medulla oblongata causes death. 


2. Yeast is added to dough on making bread. 


3. Gastrointestinal tract muscles are involuntary muscles. 


4. Nitrogen gas is used in filling car tires. 


се) 
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[A] Choose the correct answer : 
. From the substances which аге bad conductors of heat ---- 
a. iron. b. aluminium. с. air. d. copper. 
. If the body weight is 40 Newton, so its mass equals -~+ 
a.4 kg. b. 400 kg. c. 40 kg. d. 4000 kg. 
. Joints which allow movements in one direction only are joints. 
a. slightly movable b. immovable c. freely movable 
. Mercury remains liquid between two degree temperature ............... °С 
a.—39: 357 b. 39:—357 c. zero : 100 
[B] Write the scientific term of each of the following statements : 
1. Automatic response of the body to different stimuli. (C 
2. Long strips in the muscles fix it into bones. 
3. Liquid used in making thermometers. 


4. The force with which a body is attracted to the Earth and it always 
towards the center of the Earth. 


[A] Examine the following figure and complete : 


1. Definition : 


| 2. Example : 
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Answer the following questions : 
е Complete the following statements 
1. The mass is measured by using - , While the measurement unit of weight 
(ado 
2. Nitrogen represents while oxygen represents - of the volume 
of the atmosphere. 
3. The number of spinal nerves is 
4. Aweight of an object can be measured by the 
5. Oxygen is prepared from ...- -in presence оѓ... 


Write the scientific term of each of the following statements : 
1. The location of bones touch and allow moving. 
2. Gas is produced according to the availability of green plants. 
3. A tool used to measure the temperature of the human body. 
4. The amount of matter in an object. 


[A] What happens when ... 
1. Insert a lighted magnesium ribbon in cylinder filled with nitrogen gas. 


[B] Give reasons for each of the following : 
1. Cooking pots are made of aluminium, while its handles are made of plastic 
or wood. 


2. Ozone gas is very important in nature. 


3. The infection of medulla oblongata lead to death. 
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[4] [A] Notice the following figure and write 
down the labels on the figure : 


1. Gas (a) is --- 
2. Substance (Б) is ------ 
3. Liquid © is .... 
[B] If an object's mass = 30 kg. on Earth. Calculate : 
1. Its weight on the Earth. 


2. Its weight on the Moon. 


[C] Put (¥) or (x) in front of the following statements : 
1. Heat transfers from a cold object to a hot object. 
2. Nitrogen is used to make stainless steel. 
3. Mercury is good conductor of heat. 


Answer the following questions : 
@ complete the following ststements : 


. The weight is measured in unit, while the mass is measured 
in -- ^ unit. 


. gas is used in composing gunpowder, while - gas is used іп 
welding metals. 


. The main center of the control in your body is and it is found inside 
a bony case called е. 

. The heat is a form of the forms of ----------..--- 

. The number of cranial nerves in human body is -- pairs of nerves. 


[A] Choose the correct answer : 


1. The planet on which the body weight equals 6 times as its weight on the 
moon is сə. 


а. Earth. c. Jupiter. 


هذا العمل حمرى على موقم ذاكرولى التعليمى ولا opii оошу‏ فی أى مواقم أثرى 
لمزيد من أعمالنا تفضل بزيارة موقعنا على الانترنت https www.zakrooly.com‏ 


2. From the examples of substances which аге good conductor of heat - 
a. glass. b. iron. с. wood. 

3. The nerve cell body consists of ---- 
а. nucleus. b. cytoplasm and plasma membrane. 
с. all the previous. 


4.Agas сап be prepared by using calcium carbonate powder and dilute 
hydrochloric acid is 


a. oxygen. b. hydrogen. с. carbon dioxide. 
5. The weight of a d^ its mass 10 kg. on Earth surface nearly 


a. 10 Newton. b. 100 Newton. c. 1000 Newton. 
. Oxygen gas represents percentage ~ of the Earth atmosphere. 
a. 2196 b. 7896 c. 89% 
[B] Mention one function of the following : 
1. The joints. 


2. The ozone layer. 


[A] Write the scientific term of the following statements : 
1. A gas is used in manufacture of soft drinks. ( 
2. Ligaments ties muscles with bones. ( 
3. The amount of matter that the body contains. ( 
4. Atool used in measuring the temperature of liquid substances. ( 
[B] Join from column (A) what is suitable from column (B) : 


a. is a bad conductor of heat. 
2. Plastic |Ы. conducts heat faster than aluminium. 
3. Mercury | с. is a liquid used in sterilizing of thermometers before usage. 
4. Alcohol | .ل‎ is used in manufacture of fertilizers. 

e. is a liquid used in manufacture of thermometers. 


2. 8. 5 4. 
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[A] Notice the following figure for 
the spinal cord and write down 
the labels on the figure : 
Ф 2. 
[B] Give reasons for the following : 
1. Cooking utensils (pots) are made of aluminium. 


2. Nitrogen gas is used in filling cars and aerplanes tires. 


ІСІ What would happen in the following cases ? 
1. Anail from iron wetted with water is exposed several days to humid air. 


2. There is no a constriction above mercury reservoir (the bulb) in the 
medical thermometer. 


И аон) 


Answer the following questions : 
Oo [A] Choose the correct answer : 
1. Which of the following is from the slightly movable joints ? 
a. Elbow b. Thigh с. Wrist d. Shoulder 


2. When an object's mass on the moon equals 50 kg. then its mass on the 
Earth should equal 


a. 50 d. 500 


3. When a lighted magnesium ribbon is placed in a jar containing carbon 
dioxide, on the wall of jar the element formed is 
a. oxygen. b. nitrogen. c. carbon. 0. magnesium. 
4. All of the following are materials that conduct heat except ---- 
a. iron. b. copper. c. aluminium. d. plastic. 
5. Nitrogen is used in manufacture of 
a. fire extinguisher. b. soft drink. c. fertilizers. d. dry ice. 
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ІВІ What would happen іп the following cases ... ? 
1. Anail wetted with water is exposed for a long period to humid ai 


2. The over intake of stimulating substances such as coffee and tea. 


3. There is no constriction above the bulb of mercury in the medical 
thermometer. 


[A] Write the scientific term of each of the following statements : 
1. A chemical compound dissociates in the presence of manganese dioxide 
into water and oxygen. d 
. A tool used for measuring the objects weight. 


. The automatic involuntary response of the body when it is 
exposed to an external stimuli. 


. Materials that let heat flow through. 
. A gas used in the storage of petroleum and some 
inflammable substances. 
[B] Look at the opposite figure, 
then answer the questions : 
1. Write what each number refers to on the figure : 
— Liquid © is ----- 
— Material @ is 
2. How the gas is collected ? And why ? 


[A] Complete the following statements : 
1. It's necessary to eat healthy food rich in calcium and phosphorus to 
diseases. 
is the gas which is called azote that means “lifeless” because it 

` does not help in burning. 

3. The number of the spinal nerves is - ^, where as the number of the 
cranial nerves is - 

4. The medical thermometer is used to ·- ^, Where as the celsius 
thermometer is used to - 
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[B] Ап object whose mass оп Earth is equal 12 kg. Calculate : 
1. Its نوسيات‎ оп the surface of the Earth. 


[A] Give reasons for the following : 
1. The heart and lungs are surrounded by ribcage. 


2. Ozone layer has a great importance in the life of creatures on the Earth surface. 


3. The weight of the body on Earth's surface differs from its амаа оп 
another planet. 


used in making insulating glass windows. 


[B] Correct the underlined words : 
1. An example for the involuntary muscles is the face muscles. ( 
2. In respiration and combustion, carbon dioxide is consumed. ( 
3. Iron is considered the fastest metal in conducting heat. ( 
4. The centers of thinking and concentration lie in 
medulla oblongata. ( 


Answer the following questions : 
Oo [A] Complete the following statements : 
1. Oxygen gas is prepared from - in presence of -- 
2. Mass is a constant amount and doesn't affect by changing 
thermometer is used to measure the temperature of water. 
4. Тһе пегуоив з вува consists of two main systems which аге · 


ІВІ Mention one use (importance) for each of the following : 
T. ميت‎ -acetylene flame. 


2 011 between vertebrae of the backbone. 
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[A] Put (¥) or (x) in front of the following statements : 
1. Ozone gas consists of two oxygen atoms and symbolized by Оз 
2. Carbon dioxide gas is used in the manufacture of gunpowder. 
3. The scale of medical thermometer starts from 35*C to 42*C. 
4. Nitrogen gas occupies 78% of the atmospheric air components. 
5. In legumes, the nodular bacteria fix nitrogen on their roots. 

[B] Give reasons for : 

1. There is a constriction above the mercury bulb in the medical thermometer. 


2. Carbon dioxide gas is used in extinguishing fires. 


3. Damage of medulla oblongata leads to death. 


[A] Choose the correct answêr : 
1. The best metal to conduct heat is --. 
а. aluminium. b. copper. c. iron. 
2. Newton equals the weight of an object whose mass is 
а.10 ь. 100 с. 1000 
3. The ribcage in the human body consists оҒ............ of ribs. 
a. 10 pairs b. 11 pairs с. 12 pairs 
4. A gas used to fill some types of lamps is oe 
а. oxygen. b. carbon dioxide. c. nitrogen. 
5. A tool which is used to measure the weight is ~-e- 
a. spring scale. b. digital scale. с. two arm scales 
[B] If the object's mass = 30 kg. on the Earth. Calculate : 
1. Its mass on the moon. 


2. Its weight on the Earth. 


3. Its weight on the moon. 


تفوقك في أي مذكرة عليها العلامة دي 
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[A] Write the scientific term of the following statements : 
1. An organ which is responsible for the reflex action. 
2. A form of energy that transfers from the higher temperature 
object to the lower temperature object. 


3. The gas that turbids limewater. 
4. Materials that let heat flow through. 
5. The amount of matter in an object. 


[B] Look at the opposite figure, then write what the 
numbers point to : 


Answer the following questions : 
e Complete the following statements : 

1. The graduation of clinical thermometer begins from ----- *C and ends at 

°C, 
m consists of 33 vertebrae, with between them to prevent their 
friction during movement. 
3. As the mass of the planet increases, its increases and the object's 
- on its surface increases. 
4. The main center of the control in your body is ............... and it is found inside 
a bony box called 


2 


e [A] Write the scientific term of each of the following : 
1. Types of muscles act spontaneously and cannot 
be controlled. 
2. A gas is used in making of stainless steel. 
3. Part of the nervous system that is responsible for 
reflex actions. 
4. A gas its molecule consists of three oxygen atoms. 
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5. The type of skeleton which includes the bones of upper and the lower 
limbs. 


6. The liquid that is used in making of the Celsius thermometer. ( 
[B] Give a reason for each of the following : 


1. Oxygen gas is collected by displacing the water downwards during 
preparation in the laboratory. 


2. Damage of the medulla oblongata causes death. 


e [A] Put (v) or (x) in front of the following statements : 
1. Mass is the force of the Earth's gravity on an object. 
2. Handles of cooking pots are made of wood. 
3. Nitrogen gas reacts easily with most other elements. 
4. Oxygen gas does not burn and it does not help in burning. 
[B] Choose the correct answer from the following : 
1. One of the examples of heat conductors is --.- 
a. plastic. b. paper. c. iron. 
2. The joint which allows the movement in one direction only is ---- 
a. immovable b. slightly movable c. freely movable 
3. Nitrogen is used in manufacturing of 
a. fertilizers. b. soft drinks. 
4. Hydrogen peroxide is used in the preparation of 
a. oxygen. b. nitrogen. c. carbon dioxide. 


ЕВ [^] If an object's mass = 30 kg. on Earth's surface. Calculate : 
1. Its mass on the moon's surface. 


2. The weight on the Earth's surface. [Note : start by writing the law] 
The law is : <... 
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[B] Look at the following figure, then answer : 
1. This apparatus is used for the preparation 
of — EI 
2. Write what represents each label on the 
figure 


Answer the following questions : 
Oo [A] Complete the following statements : 
1. The clinical thermometer is graduated from 
synthesis process, the plant absorbs 
- gas. 
3. From the examples, 
--апа--- 
4. The axial skeleton іп the man consists of - 
5. Mass is a constant and is not affected by - 
ІВІ Give one importance for the following : 
1. Oxy-acetelyne flame. 


2. Cartilage. 


e [A] Choose the correct answer from the following : 


1. Your weight on Earth surface is 600 Newton, so your weight on moon 
surface is -- ^ Newton. 


a.6 b.60 c. 100 d. 10 


2. When a glowing magnesium ribbon is placed in a jar containing carbon 
dioxide, on the walls of the jar, the element formed is ---- 


a. carbon. b. nitrogen. c. magnesium. 
3. Which of the following is faster in conducting heat ? --- 
a. Aluminium. b. Copper. c. Iron. 
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4. All the following from the properties of mercury as thermometrical 
substance except ------- 
a. good conductor of heat. b. its expansion is regular. 
c. give limited extent to measure the temperature. 
d. not adhere to the walls of capillary tube. 
. All the following are from the constituents of the brain except 
a. two cerebral hemispheres. b. cerebellum. 
c. medulla oblongata. d. spinal cord. 


ІВІ Give reasons for the following : 
1. Ozone layer has great importance in the life on the Earth surface. 


2. The infection of modulla oblongata leads to death. 


Ө [^] Give scientific term of the following : 
1. Materials that let heat flow through. 
2. The amount of Earth gravity to the body. 
3. Ligaments tie muscles with bones. 
4. Agas used in ammonia industry. 
5. The automatic response of the body when it is exposed 
to outer stimuli. 
[B] What would happen in the following cases ... ? 
1. Anail wetted with water is exposed several days to humid air. 


2. A man is exposed to noise continuously. 


[A] Put (¥) or (X) in front of the following statements : 
1. Celsius thermometer is used to measure the temperature 
of different liquids. 
2. The digital balance is used in measuring weight. 
3. Wrist joint is freely movable joint. 
4. Heat transfers from hot body to cold body. 
5. Oxygen gas occupies 78% of the atmospheric air components. 
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977%; 
ШЕТСІЗ 


ІВІ Look at the opposite figure, then answer : 
1. Write what represents each label on figure : = Carbon 
— Substance (2) is ae oe 
= Liquid ©) is | 
. Mention one use of the carbon dioxide ga: 


New Valley Governorate 


Answer the following questions : 
oO [A] Complete the following sentences : 
1. Weight is the force by which to the Earth. 
is produced from plants during the photosynthesis process. 
thermometer is used for measuring the temperature of water. 
is used for manufacturing of soil fertilizers. 
[B] Mention the importance of each of the following : 
1. Oxy-acetylene flame. 
2. Spring scale. 
3. Hot copper in preparing 


4. Ozone layer. 


[A] Choose the correct answer : 
1. It is not from the upper limbs 
a. humerus. b. forearm. 


2. When a mass of cleaning wire, which is made of iron gets burned in air 
with oxygen, its mass 


a. increases. b. decreases. c. doesn't change. 


101 
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3. Silver liquid metal ---- 
a. iron. b. copper. c. mercury. 
4. The number of the spinal nerves in human is 
a. 12 pairs. b. 31 pairs. c. 33 pairs. 
[B] Mention the defectives of the addiction on the nervous system (only two) : 


[C] Give reasons for the following : 
1. Isolating the iron pillars of bridges from air by paints. 


2. Carbon dioxide is used in extinguishing fires. 


[A] Put (v/) in front of the right sentence and (X) in front of the wrong sentence : 

1. Mass of object is stable amount at any place. ( 

2. Oxygen cylinders are used during climbing mountains. ( 

3. Carbon dioxide is collected by displacing water downward. ( 

4. Iron and copper are considered conducting materials to heat. ( 

5. During the reflex action, nerve impulses transmit through sensory 

nerve fiber to the spinal cord. 
[B] What happened when ... ? 
1. Passing carbon dioxide gas (CO3) in calcium hydroxide (limewater). 


2. Never leaving spaces between railways. 


3. Adding little amount of water on a lighted magnesium ribbon in nitrogen. 


Definition : 


| Example : | 
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ІВІ Ап object’s weight оп the Earth’s surface is 300 Newton, calculate : 
1. Its mass on the Earth. 


2. Its weight on the moon. 


[C] Look at the medical thermometer in front of you, then answer : 
1. Write what do numbers refer to : 1 


2. Complete : 
1. It is used in --- 
2. The beginning of its scale -== °C and end at 


Answer the following questions : 
[1 [A] Complete the following statements : 
1. The clinical thermometer is graduated from --.----- 


2. Hydrogen peroxide is used in preparation of -~ 

3. Nitrogen gas occupies 6 of atmospheric air. 

4.- аге from bad conductors of heat. 
[B] Give reason for the following : 

1. The ribcage surrounds both the heart and the lungs. 
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[A] Put (v) or (x) in front of the following statements and correct the false ones : 
1. Aluminium conducts heat faster than copper. 


2. Wrist in hand from freely movable joints. 
3. gu oen gas is used in cooling. 
4. The weight is constant and does not change with the change in place. 


[B] Mention one use for the following : 
1. Good conductors of heat. 


2. Bad conductors of heat. 


[C] Look at the following figure then answer: em ——  — 
LE =< 
1. What is the name of this device ? 


2. Mention the use of this device. 


3. What is the liquid which is used in making it 7 


[A] Choose the correct answer : 


1. The шасы ofa نحت‎ on Earth's surface is 20 Newton, so its mass 
equals - 


a.2kg. b. 20 kg. c. 200 kg. d. 2000 kg. 
2. In respiration and combustion, the gas is consumed. 
a. nitrogen b. argon C. oxygen d. carbon dioxide 
3. All the following are from good conductors of heat except -- ne 
a. iron. b. glass. c. copper. d. aluminium. 
4. Photosynthesis process in the plant depends on the presence of --... » gas. 
a. oxygen b. nitrogen с. ozone d. carbon dioxide 
[B] What would happen in the following cases ... ? 
1. When your hand suddenly touches a hot surface. 
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2. The percentage of carbon dioxide gas increases іп the atmospheric air. 


[C] Mention one function of each of the following : 
1. The cartilages. 


2. Nitrogen gas. 


[A] Write the scientific term of each of the following statements : 
1. The force with which a body is attracted to the Earth. ( -- 
2. Agas which change clear limewater turbid. ( 
3. An organ consists of 33 vertebrae. 
4. Agas which is necessary for rusting process. 

[B] Join from (A) what is suitable from column (B) : 

(А) | A (B) 

4. Cranial nerves | a. responsible for involuntary processes. 


2. Spinal nerves | b. responsible for voluntary processes. 


3. Medulla oblongata | С. responsible for reflex action. 
4. Spinal cord d. are 31 pairs. 

| е. are 12 pairs. 
T Е 2. T 3. 


th Sinai Governorate / 


Answer the following questions : 
@ [^] Complete the following sentences : 
1. The number of vertebrae of vertebral column is 


2. The main center of the control in your body is 

3. The ---- . thermometer is used in measuring the water temperature. 

4. The weight of the body on Earth’s surface increases as the - increases. 
5. The nitrogen gas occupies % of atmospheric air. 

6. The gas which is used with acetylene in welding metals is 
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e [A] Write the scientific term : 
1. The amount of matter that the body contains. 
2. A gas molecule consists of three atoms of oxygen. 
3. The location of bones touch and allow moving. 
4. A part of nervous system responsible for reflex action. 
5. Agas used in ammonia industry. 
6. The gas that turns limewater turbid. 

[B] Define each of the following : 

1. Temperature. 


2. The bad heat conductor substances. 


e [A] Choose the correct answer : 
. Hydrogen peroxide is used in preparation of 
a. hydrogen. b. oxygen. с. nitrogen. d. carbon dioxide. 
. From the example of freely movable joints cS 
a. knee. b. thigh. c. elbow. d. all the previous. 
. The centers of thinking and memory lie in --- 
a. medulla oblongata. b. spinal cord. 
с. cerebellum. d. two cerebral hemispheres. 
. Your weight on Earth surface is 600 Newton, so your weight on moon 


b. 60 d. 10 
. Nitrogen is used in manufacture of 
a. fire extinguisher. b. fertilizers. c. soft drink. d. dry ice. 
. The best metal in conducting heat is -- 
а. aluminium. b. copper. d. mercury. 
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ІВІ Mention one function of each of the following : 
1. Spring scale. 


2. The ribcage. 


i Д (B) 
. is a liquid used in manufacture of 
thermometers. 
2. Celsius degree b. is the measuring unit of mass. 


1. Kilogram 


. keep the balance of human body during 
movement. 


4. Wieght d. is the measuring unit of temperature. 


3. Mercury 


e. is the force with which a body is attracted 
to the Earth. 
6. Cerebellum f. is a device of measurement of mass. 


5. The two arm balanced scale 


[B] What would happen in the following cases ... ? 
1. An iron nail wetted by water is exposed several days to humid air. 


2. The over intake of tea and coffee. 


Red Sea Governorate - 


Answer the following questions : 
a [A] Complete the following statements : 
1. The mass is measured in -.--- 
2. The medical thermometer scale starts from .-- 
3. The number of cranial nerves is ---- 
4. The oxygen gas is consumed during ---- E --- processes. 


(9 
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[B] Write one function оҒ: 
1. The spring scale. 


[A] Choose the correct answer : 
1. From the examples of widely movable joints 
a. knee. b. thigh. c. elbow. 
. The gas used to fill some types of lamps is 
a. oxygen. b. ozone. с. nitrogen. 
. Which is faster to conduct heat ---- 
a. aluminium. b. iron. с. copper. 
. The part which is responsible for keeping human body balance is --- 
а. two cerebral hemispheres b. cerebellum 
с. spinal cord 
. From the bad conductors of heat -.--- 
a. iron and aluminum. b. copper and glass. 
с. glass and wood. 
. The gas present in the air with 21% is e 
a. oxygen. b. nitrogen. c. water vapor. 
[B] What happen when ... ? 
1. Carbon dioxide gas percentage increases in the atmospheric air. 


[A] If the mass of a body = 30 kg. on the Earth calculate : 
1. Its weight on the Earth. 


2. Its weight on the moon. 


[B] Write the scientific term : 
1. Matter which allow heat pass through. 
2. А gas used to extinguishing fire. 
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3. A tool which is used for measuring liquids temperature. 
4. Along strips fix muscles with bones. 


( 
( 
5. The unit building of nervous system. ( 
( 


6. The main source to prepare nitrogen gas. 


[A] Correct the underlined word in each of the following statements : 
. The liquid used in medical thermometer is alcohol. ( 
. Hydrogen gas is used in welding and cutting metal 
when combine with acetylene gas. 
. The vertebral column consists of 34 vertebra. 
. Carbon dioxide gas is needed for rusting process. 
. The ozone molecule consists of four oxygen atoms. 
. The handles of cooking pans made up of copper. 
[B] Give reason for the following : 
1. There is a constriction in the medical thermometer. 


Answer the following questions : 
O [A] Complete the following statements : 
1. The heat is a form of the forms of ----- 


is the measuring unit of mass, whereas the --.-- 
measuring unit of weight. 


is the main control center in human body. 


4. The oxygen عد ساد‎ in the air is % and nitrogen percentage in 
the air is % 


[B] Mention the function of each of the following : 
1. The ribcage. 


2. Oxy-acetylene flame. 
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[A] Choose the correct answer : 
1. Different metals differ in conducting heat, the fastest is ---- M 
a. iron. b. copper. c. aluminium. d. gold. 
2. An object whose mass on Earth is equal to 15 kg. its mass on the moon 
Is 
a, 15 kg. b. 15 Newton. c. 150 kg. d. 150 Newton. 
3. The gas used to fill some types of lamps is --- E 
a. oxygen. b. nitrogen. c. ozone. d. carbon dioxide. 
7 -- is а bad conductor of heat. 
a. Copper b. Wood c. Gold d. Mercury 


[B] Give reason for the following : 
1. Nitrogen is used in filling car tires. 


4. 


2. Ozone layer has a great importance to the human life and all living organisms. 


3. Mercury is preferred in making thermometers (two only). 


[A] Write the scientific term : 
1. A gas turbids the clear limewater. 
2. Agas used in ammonia industry. 
3. A human organ consists of an internal substance in 
the grey matter and it appears іп the shape of letter (H) 
surrounded by the white matter. 


4. Automatic response of the body to different stimuli. 
5. The materials that let heat flow through. 


[B] Calculate the mass of an object on the Earth if its weight on the Earth is 
equal 190 Newton. 
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Answer the following questions : 


1. Complete the following statements : 

1. The Celsius thermometer is used in measuring the temperature of . 
, While the medical thermometer is used in measuring the temperature ol 

2. Mass is measured by ~, whereas weight is measured by -.-- 

3. Central nervous system consists of - and --- v 

4. Limewater tums milky in presence of due to the formation of -..- 
which is insoluble in water. 

5. The ribcage protects тапа - 

6. Oxygen gas represents ~ of the volume of air , while represents 
78 % of the volume of the atmosphere. 


2. [A] Write the scientific term of the following statements : 
1. The used liquid in thermometers. 
. The building unit of nervous system. 
. Materials that used in making.cooking pots and kettles. 
. The joint which allows the movement in all directions. 
. The gas that doesn't burn but it helps in burning. 
. A substance that is formed when a magnesium ribbon is burnt in a cylinder 
containing oxygen gas. (ee 
[B] Choose the correct answer : 
1. The heat energy can be used in all the following applications except <... 
a, cooking. b. heating water. 
с. manufacture of glass. d. making a chair. 


A - gas is prepared by adding dilute hydrochloric acid to calcium 
carbonate. 


a. Carbon dioxide Б. Nitrogen c. Oxygen ' d. All the previous 
3. The mass of your school desk depends on -.- 

а. weight. b. gravity. 

c. amount of matter. d. distance from planet. 
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4. A Newton is the weight of a ball its mass is ------ 

а. 80 grams. b. 8 kg. c. 8 grams. d. 100 grams. 
5.- gas is used with acetylene to weld metals. 

a. Carbon dioxide b. Nitrogen c. Oxygen d. All the previous 
6. Arapid combination between oxygen and an element producing 

a. heat. b. light. 

с. (a) and (b). d. no correct answer. 


3. [A] Give reasons for : 
1. The presence of a constriction in the medical thermometer. 


2. The cerebrum is a very important part of the brain. 


[B] Correct the underlined words in the following statements : 
1. Ozone gas consists of 2 oxygen atoms. 
2. Newton is the amount of matter in an object. 
3. Light is a form of energy that transfers from the higher temperature object 
to the lower temperature object. 
4. The cerebrum controls the involuntary movement. 


4. [A] What happens when ... 7 
1. You hold a piece of ice. 


2. The percentage of CO, gas in air increases. 
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[B] Notice the following figure and write down 
the labels on the figure : 


[C] Problem : 
An object its mass on the Earth is 90 kg., calculate its weight on both surfaces 
of the Earth and the moon. 


Е Bosateen and Dar El-Salam \ 


Answer the following questions : 
1. [A] Complete the following sentences : 
1. Nervous system consists of two main systems which аге ---- 


2. Handles of cooking utensils are made up of 

3. Weight of an object can be measured by using the - 

4. Oxygen combines with acetylene gas to produce 
[B] Write one function of the followin: 

1. Ribcage : 

2. Carbon dioxide gas 

3. Celsius thermometer : 


2. [A] Write the scientific term of each of the following statements : 
1. Mixture of gases surrounding the Earth. 
2. Degree of hotness or coldness of an object. 
3. Automatic body response towards different stimuli. 
4. Agas its percentage in the atmospheric envelope represents 78 %. ( 
5. Amount of matter in an object. 
6. The building unit of nervous system. 


هذا joo al‏ على موقم nds JS‏ ولا يسمح by‏ مواقع أخزى 
لمزيد من acl‏ تففل Unio jo‏ على (www zoy «om Cu‏ بعصا 


Final Examinations 


[B] Look at the opposite figure, and then answer : 


1. Write what represents each label on the 
following figure : 


2. The method of рери of this gas із 
called -- 


3. [A] What happens when ... ? 
1. Two bodies have the same empereur touch each other . 


2. Ozone layer is decayed. 


3. The medulla oblongata is damaged. 


[B] Choose the correct answer : 

1. Melting point of ice is °С. 
а. 100 b. zero 

2. A gas turns limewater into turbid is ---- 
a. oxygen b. nitrogen 

3. Peripheral nervous system consists of ..... 
а.31 b.12 

4. 5000 grams are equal to -.-..-......... kg. 
a.50 b. 500 


4. [A] Give reasons for each of the following : 
1. Presence of a constriction in medical thermometer. 
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2. Cerebrum is very important рагі of brain. 


[B] If you know that the weight of an object on the Earth surface equals 360 
Newton, calcutate : 


1. Mass of the object on the Earth. 


2. Mass of the object on the moon's surface. 


Answer the following questions : 

1. [A] Write the scientific term of the following statements : 
1. The amount of matter in an object. ` ( 
2. The building unit of the nervous system. ( 
3. Location at which bones meet each other. ( 
4. The speed automatic response of the body to external stimuli. ( 

[B] What is the importance of the following : 
1. Celsius thermometer. 


2. The ozone layer. 


2. [A] Choose the correct answer : 
1. The gas that is mixed with oxygen for cutting and welding metals is .-..- 
a. nitrogen. b. hydrogen. C. acetylene. d. water vapour. 
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2. The bone that connects the ribs from front is ---- 
a. femur. b. skull. c. sternum. d. humerus. 
3. The mass of half liter of distilled water equals ---- 
a. 100 gm. b. 150 gm. с. 500 gm. d. 1000 gm. 
4. A substance which is a good conductor of heat 
a. wool. b. plastic. c. iron. 
[B] Underline the unsuitable word in the following and mention the reason : 
1. Shoulder joint - thigh joint - wrist joint - elbow joint. 


3. [A] Complete the following statements : 
1. The scale of the medical thermometer starts from ------ 


2. pairs of nerves arise from the brain, while 
arise from the spinal cord. 


3. The weight of an object depends on -- 
4. The fastest metal in conducting heat is 
[B] Give reasons for the following : 


1. Carbon dioxide gas is collected by upward displacement of air and isn't 
collected by displacement of water. 


2. Mercury is used in making thermometers. 


4. [A] Correct the underlined words in the following statements : 
1. Hydrogen peroxide is used as a catalyst in preparing oxygen in the lab. 
( 5 
2. The occurrence of the fermentation process in the dough nitrogen gas to 
release. (- > 
3. Vinegar is used in sterilizing the medical thermometer before usage. 
{ Р 
4. The white matter in the spinal cord has the shape of letter "Н". ( - 
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[B] If the weight of a person is 600 Newton оп the Earth’s surface, 
calculate : 


1. its mass on the Earth. 
2. Its weight on the moon. 


3. Its mass on the moon. 


Answer the following questions : 
1. [A] Put (v^) or (x) in front of the following : 
1. The liquids expand by heating and contract by cooling. ( 
2. Hydrogen peroxide dissociates in the presence of a catalyst into nitrogen 
gas and oxygen gas. ( 
3. As the mass of the planet increases, its gravitational force decreases. ( 
4. Nitrogen gas represents 0.03 % of the air volume. 
5. Copper conducts heat faster than aluminium. 
6. The Earth is surrounded by a mixture of gases. 
[B] Give reasons for : 
1. There is a constriction in the medical thermometer. 


2. Ozone gas is important for the life of living organisms. 
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[C] Look at the opposite figure, and then answer : 
1. This is the = cell. 
2. Write the labels 


2. [A] Match from column (B) what is suitable from column (A) : 


E: 


1. Spring scale . used to measure the mass. 

2. Clinical thermometer | b. used in making heavy blankets and woolen clothes. 
3. Conductors . used to measure the body temperature. 

4. One-arm scale . used to measure the weight. 

5. Insulators . used to make cooking pots and kettles. 


[B] Correct the underlined words : 
. The melting point of ice is — 39°C. 
. Oxidation is a rapid union between oxygen gas and an element producing 
heat and light. 
. Cerebrum lies at the back area of the brain and maintains 
the balance of the body. 
. Carbon dioxide gas is collected by downward displacement 
of water. С 
[C] !f the object’s mass = 30 kg. on the Earth's surface. Calculate : 
1. Its weight on the Earth. 


3. [A] Complete the following statements : 
1. Caron dioxide gas molecule consists of ---- .... carbon atom and 
oxygen atoms. 


هذا العمل joo‏ على موقم Jub‏ التعليمى ولا سمح phy‏ أى مواقم أخزى 
lal pj‏ تففل Un uj‏ على htpe\wurw.zalrooy.com QJ‏ 


2. The heat transfers from the object of --------------- temperature to the object of 
---- temperature: 
2 - is the force by which а body is attracted to the Earth. 
4. The axial skeleton consists ОҒ-------.--.-, -+-+ - and ribcage. 
5. Legumes such as clover and peas benefit from ~~~ gas in the 
formation of proteins. 
[B] Look at the opposite figure, and then answer : 
1. This figure represents ---- ^ thermometer. 
2. Label the figure : 


4, [A] Write the scientific term : 
1. The degree of hotness or coldness of a body. (7 
2. The product from the combination of magnesium with oxygen. (- 
3. It consists of a gray matter in the form of letter "H" surrounded 
by a white matter. ( 
4. A gas that prepared by adding dilute hydrochloric acid to 
calcium carbonate. 
5. The measuring unit of mass which almost equals to a mass 
of one liter of distilled water. 
[B] Choose the correct answer : 
Е -- are the joints that allow the movement in one direction 
a. Freely movable joints Ы. Immovable joints с. Slightly movable joints 
2. Oxygen gas ---- 
a. doesn't burn and doesn't help in burning. 
b. burns and helps in burning. 
с. doesn't burn but helps іп burning. 
3. The mass of a desk depends on the --............. 
a. weight. b. amount of matter. 
c. distance from the planet center. 


C 
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4. Ahmed сап sterilize the thermometer by using 
a. water. ` b. benzene. c. ethyl alcohol. 
5. The main source of oxygen in air is ٠ ... process. 
а. photosynthesis b. respiration c. oxidation 
[C] What happens when ... ? 
1. Carbon dioxide passes through limewater. 


2. A medical thermometer is put in boiled water. 
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Answer the following questions : 

1. [A] Write the scientific term : 
. A gas mixed with oxygen to be used in welding metals. 
. The degree of hotness or coldness of a body. 


. A layer in the atmosphere that protects the Earth from harmful 
radiations coming from the Sun. 


. A gas that raises the Earth temperature when its percentage 
increases. 


. Automatic response of the body to different stimuli. 
. The system that consists of cranial nerves and spinal nerves. 


. Arapid union of oxygen with an element producing heat 
and light. 


. The basic structure unit of the nervous system. 
[B] Compare between : 


Points of comparison Î : Cranial nerves ^ Spinal nerves 


Definition : 


Number : 
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2. [A] Complete the following statements : 
1. Magnesium reacts with carbon dioxide forming a white powder of 
and а black powder Of ......-....... 
2. The graduation of the clinical thermometer is between 
3. The measuring unit of weight ~, While the measuring unit of mass 


[B] Write the function of : 
Spring scale. 


3. [A] Put (v/) in front of the right statements and (X) іп front of wrong one : 
1. All materials are good conductors of heat. (C) 


2. The Earth gravitational force decreases as the distance between an object 
and the center of the planet increases. ( 


3. Mass differs according to the planet where the object exists. ( 
4. The white matter of the spinal cord has the shape of letter "Н". ( 
( 


5. The cerebellum contains centers of thinking and memory. 


6. The Celsius thermometer is used in measuring the human body 
temperature. 


[B] Give reasons for : 
1. There is a constriction in the medical thermometer. 


2. Clear limewater becomes turbid when carbon dioxide passes into it. 


3. Damage of the medulla oblongata causes death. 


4. [A] Choose the correct answer : 
1. Among the freely movable joints are ---- «+ joints. 
a. knee b. thigh c. elbow d. skull 
(оф 
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2. All the following are from the constituents of the human skeletal system 


b. backbone. c. spinal cord. d. ribcage. 
3. Photosynthesis process in the plant depends on the presence of -- 
a. nitrogen. b. oxygen. C. carbon dioxide. d. ozone. 
4. Humerus bone is one of the bones Of <... 
a. lower limbs. b. upper limbs. с. backbone. d. axial skeleton. 
5. Your weight on the moon surface is 50 Newton, so your weight on the Earth 
surface is = Newton. 
a. 300 b. 500 
[B] What will happen when : 
The overuse of soft drinks. 


[C] Correct the underlined word : 
1. Water is a regular expanding material. 
2. Human ribcage composed of 31 pairs of ribs. 
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Answer the following questions : 


1. [A] Choose the correct answer : 
i » is the gravitational force by which а body is attracted to the Earth. 
a. Weight b. Mass c. Volume d. Density 
2. Cooking utensils are provided with handles of :............. 
a. copper. b. plastic. с. iron. d. aluminium. 
3. Every degree in the medical thermometer is divided into -.--..--------- parts. 
a.3 j: c. 6 d. 10 


4. Oxygen is 
a. heavier b. lighter c. colder d. hotter 
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5. A gas which turns limewater into turbid is --------------- gas. 
a. oxygen b. nitrogen c. carbon dioxide d. ozone 
6. The axon is covered with a fatty substance called ----- 
a. gray matter. b. synapse. c. myelin sheath. d. dendrites. 
[B] Classify each of the following joints according to their types : 
1. Skull joints. 


2. Knee joint. 


3. Wrist joint. 


[C] Mention one importance of : 
1. Cerebellum. 


2. Celsius thermometer. 


2. [A] Write the scientific term of each of the following statements : 
1. An organ contains the centers of thinking and memory. C 
2. A gas is called azote which means lifeless gas. C 
3. The product of combination of oxygen with lighted magnesium. ( 
4. The liquid used in sterilizing the medical thermometer. C 
5. The measuring unit of weight. ( 
6. Materials that do not let heat flow through. (— 

[B] What happens when ... ? 

1. Addition of dilute hydrochloric acid to over calcium carbonate. 


2. Absence of a constriction above the mercury bulb of the medical 
thermometer. 


3. Drinking big quantities of soft drinks. 
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3. [A] Complete the following statements : 
1. The scale of medical thermometer starts from 35°C to --- 
2. The objects seem weightless in the space due to the absence of --.... 
3. The dendrites are connected to neighbouring neurons composing the -..- s 
4. Oxygen combines with acetylene gas to produce 
[B] Correct the underlined words in the following statements : 
4. Water is composed of oxygen and nitrogen. 
2. The normal temperature of the healthy person is 35°C. 
3. The effect of weight is always directed towards the surface 
of the Earth. 
4. The automatic response of the body to the external stimuli 
is known as the voluntary response. 


A. [A] Put (v) or (x) in front of the following : 
1. Backbone consists of 31 pairs of ribs. 
2. Dendrites are branches extend from the neuron's cell body. 
3. Gasoline is the material that is used in making cigarettes. 
4. Oxygen oylinders are used during diving and climbing mountains. 
5. The different metals transfer heat at the same rate. 
[B] Give reasons for : 


1. The mass of a body on the Earth's surface equals the mass of 
the same body on the moon's surface. 


2. Although oxygen is consumed during respiration, its percentage remains 
stable in the atmosphere. 


[C] Ғ an object's mass > 12 kg. on the Earth, calculate : 
Its weight on the moon. 
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Answer the following questions : 


1 Complete the following statements : 
1. Mass is measured by , While weight is measured by 
2. The clinical thermometer is scaled from -- 
3. Exhaled air contains - gas which turbid - 
4. The nervous system is composed of .--- 
5. The catalyst remains without change in its ---- 
6. The nitrogen gas molecule consists of ٠ 
7. The number of cranial nerves is ----- 


2. [A] Give reasons for : 
1. The force of the moon's gravity is less than that of the Earth's gravity. 


2. Leaving spaces between the railway bars. 


3. Percentage of oxygen gas remains constant in air. 


4. Yeast is added to dough during making bread. 


5. We must avoid using tranquilizers and stimulants. 
6. Nitrogen gas is called “azote” which means lifeless. 


[B] Write one function of : 
1. Dendrites of the nerve cell. 
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2. Skull. 


3. [A] what happens if... ? 
1. The distance between the body and the center of the Earth increases, 
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Д. [A] write the scientific term : 
1. The amount of matter in an object. ( 


2. Group of joints that allow movement in one direction. ( 
3. The fast reaction of an element with oxygen which generate heat. 


4. An organ responsible for reflex action. 
5. A liquid used to sterilize thermometer. 
[B] If the mass of a body on the Earth is 18 kg. Calculate : 
1. Its mass on.the moon. 


2. Its weight on the Earth. 
3. Its weight on the moon. 


ІСІ What is meant by ... ? 
1. Oxidation. 


2. Reflex action. 


3. The atmosphere. 


Giza Governorate 


Answer the following questions : 
1. [A] Write the scientific term for each of the following : 
1. Apart of the nervous system is responsible for reflex action. 
2. The amount of matter that the body contains. 
3. The substances that allow heat to pass through. 
4. Aflame is used in cutting and welding metals. 
[B] Mention one function : 
The ozone layer. 
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2. [A] Complete the following statements : 
1. The human skeletal system consists of ---- 
2. Oxygen is consumed in 


3. The mass is measured in unit , but the weight is measured 
in .. unit. 


4. The number of spinal nerves in human is ---.-......- and the number of cranial 
nerves is 


[B] What happens when : 


An iron nail moistened with water is exposed to a humid atmosphere for 
several days. 


3. [A] Choose the correct answer : 
1. We use ~- ^ to make the electric iron handle. 
a. iron b. copper C. plastic d. aluminium 
. The carbon dioxide is used in the industry of --..- 
a. steel. b. gun powder. с. fertilizers. d. soft drinks. 
. If the weight of a body is 20 Newton its mass equals E 
a. 2 kg. b. 20 kg. c. 200 kg. d. 2000 kg. 


4. All the following are from the components of central nervous system 
except ..... 


a. spinal nerve. b. two cerebral hemispheres. 
c. spinal cord. d. medulla oblongata: 
[B] Correct the underlined words : 
1. Nitrogen doesn't burn , but it helps in burning. (Gu 


2. The part which is responsible for keeping human body balance is 
spinal cord. ( 


4. [A] Give reasons for each of the following : 
1. There is a constriction in the medical thermometer. 


2. The ribcage surrounds both the heart and the lungs. 


هذا العمل jo‏ على موقم sl JSt‏ ولا سمح ophi‏ فى أى مواقم أخري 
لزيد من Wael‏ نففل )09 Uso‏ على itp: ww zakrooly «o CDi‏ 


[B] Look at the opposite figure, then answer : 
1. Label the figure : 


2. Carbon dioxide is collected by upward 
displacement of air. Why ? 


Giza Governora 


Answer the following questions : 
1 [A] Complete the following statements : 


1. The main idea of делерін thermometers is the changing the .- 
a liquid by changing the ·- 


[B] What's the importance of ... ? 
1. Spring scale. 


2. Skull. 


N 
2. [A] Write the scientific term of each of the following : 


1. The measuring unit of mass which is equal to the mass of one liter of 
distilled water at normal temperature. ( 


2. The liquid that is used іп making the medical and the Celsius 
thermometers. (= 


З. A gas that its molecule is composed of three oxygen atoms. (-- 
4. The building unit of the nervous system. (- 
[B] Problem : 


An object's mass = 30 kg. on the Earth's surface , calculate its weight on the 
Earth's surface. 
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3. [A] Put (¥7) in front of the right statement and (X) in front of the false one 
and correct the wrong ones : 
1. Oxygen gas is prepared from hydrogen peroxide dissociates in the 
presence of carbon dioxide gas. 


2. Oxygen combines with a lighted magnesium ribbon forming a white 
substance. 


3. The axon of the nerve cell is surrounded by a gelatinous layer . 


4. The bones of the lower limbs consist of humerus bone, forearm bones and 
hand bones . с) 


ІВІ Give reasons for the following : 
1. The handles of cooking utensils are made of plastic or wood. 


2. Clear limewater gets turbid if carbon dioxide gas passes through it. 


4. [A] Classify each of the following joints according to their types : 
1. Skull joints. 


2. Knee joint. 


3. Shoulder joint. 


[B] Look at the following figure, then answer : 
1. Liquid © : +... 
2. Substance © : - 


3. Carbon dioxide is collected by upward 


displacement of air. Why ? 
Carbon 
dioxide. 
gas 
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Answer the following questions : 
1. [A] Complete the following sentences : 
1. The -- - controls the reflex action. 
. Carbon dioxide gas is turned into liquid by --.- 
. From slightly movable joints - 
. The dendrites are connected to neighbouring neurons composing the 


. Oxygen gas is produced through -= process and consumed in ---- 
process. 


. An object's weight is affected by the distance being away from the -.-- 
of the planet. 


[B] Give reasons for : 
1. Carbon dioxide is collected by upward displacement of air. 


2. Damage of medulla oblongata causes death. 


2. [A] Choose the correct answer : 
1. Mercury remains in liquid state between «..-..-------- °С. 
a. (39: 357) b.(39:—357) с.(-39:357) d.(0:100) 


2. Newton is almost equal to the weight of an object whose mass is 
grams. 


a. 10 b. 100 c. 1000 d. 0.1 
3. The centers of thinking and memory lie in ----- 

а. medulla oblongata. b. spinal cord. 

с. cerebellum. d. two cerebral hemispheres. 
4. The best metal in conducting heat is -.--.---------- 


a. aluminium. b. copper. C. iron. d. mercury. 
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[B] If the object's weight on the Earth's surface is 30 Newton. Calculate : 
1. Its mass on the Earth. 


2. Its weight on the moon. 


3. [A] Write the scientific term of the following : 
1. A mixture of different gases that surrounds the Earth. 
2. It's the main control center in the human body. 
3. An indicator helps us to express the state of the body from 
the point of hotness and coldness. 


4. A gas molecule consists of three oxygen atoms. 


[B] What happens if ... ? 
1. An iron nail wetted by water is exposed several days to humid air. 


4. [A] Put (v/) or (x) and correct the wrong one : 
1. The number of cranial nerves in man is 31 pairs. 


[B] Mention one importance for : 
1. Spring scale. 


2. Cerebellum. 


3. Oxy-acetylene flame. 
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[C] Look at the figure , then answer the questions : 


1. Label the figure : 


Answer the following questions : 


1. [A] Complete the following statements : 


1. Mass is measured by , Where weight is measured by 
2. The axial skeleton in the man consists of 

3. The heat is a form of the forms of - 

4. The oxygen gas of the atmosphere is consumed during --- 


[B] Compare between : 


Points of comparison | Celsius thermometer | Medical thermometer | 


1. Usage : 


2. Range of scale : 


2 « [A] Write the scientific term : 


1. Abony case that contains brain inside. 

2. Agas used in its preparation hydrogen peroxide. 

3. The gas that turns limewater into turbid. 

4. The flame which is used in cutting and welding metals. 


5. The product substance from the combination of magnesium 
and oxygen. 


6. A gas molecule consists of three atoms of oxygen. 
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[B] Look at the opposite figure , then label the figure : Ф 


3. [A] Choose the correct answer : 

1. The gray matter in the spinal cord , its shape like --.- 
aA b.H c.F 

2. Nitrogen molecule consists of nitrogen atoms. 
a. four b. three с. two 

3. The ribcage in the man consists of .-...........-. pairs of ribs. 
а.11 b. 10 с.12 

4. Backbone consists of ............... vertebrae. 
a. 32 b. 33 c.23 

5. Which of the following is from slightly movable joints ? 
a. Femur. b. Wrist. c. Knee. 

6. A catalyst used in preparation of oxygen gas in laboratory is 
a. sodium carbonate. b. copper oxide. c. manganese dioxide. 


[B] If an object's mass > 30 kg. оп the Earth. Calculate : 
1. Its mass on the moon. 


4. [A] Join from column (A), what is suitable from column (B) : 


| (А) (B) 

1. Alcohol a. protects the Earth from harmful radiations. 
2. Cranial nerves b. is a liquid used in sterilizing of thermometers. 
3. Plastic с. are 12 pairs of nerves. 

4. Ozone d. are 31 pairs of nerves. 
e. is a bad conductor of heat. 
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[B] Give reasons for : 


1. The yeast is added to dough on making bread. 
2. The heart and lungs are surrounded by ribcage. 


[C] Cross out the odd word : 


1. Humerus bone — Shaft bones — Forearm bones — Hand bones. ( 
2. Two lower limbs — Skull — Backbone — Ribcage. 


Answer the following questions : 
1. [A] Complete the following statements : 


1. Oxygen gas is prepared Бу decomposing --------....... in the presence of 
as a catalyst. 


is the site of two bones meeting. 
3. Liquids <... by heating and .............. by cooling. 
4. The measurement unit of mass is ----..-------- , while measurement unit of 
weight is <... 
[B] Give reason for each of the following : 
1. Mercury is used in thermometers (two point). 


2. The damage of the medulla oblongata causes death. 


2. [A] Choose the correct answer : 
1. The ست‎ controls the reflex actions. 
a. spinal cord b. cerebellum c. cerebrum 
2. Newton is equal to the weight of body, its mass is .--..-......... 
a. 10 gm. b. 100 gm. c. 1000 gm. 
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3. Carbon dioxide is collected by displacing ---- 
a. air downward. b. air upward. c. water downward. 
4. The knee and elbow joints are - 
a. immovable. b. slightly movable. c. free movable, 
[B] What is the importance of each of the following ... ? 
1. Aconstriction in the medical thermometer. 


2. Cartilages. 


3. [A] Write the scientific term : 
1. A Пате whose temperature reaches to 3500° С. 
2. The fastest metal in conducting heat. 
3. A bony case that contains brain inside. 
[B] Problem : 
If an object's mass on the Earth - 30 kg. Caiculete : 
1. Its mass on the moon. 


2. Its weight on the Earth. 


3. Its weight on the moon. 


4. [A] Correct the underline words : 
1. We should use water to sterilize the medical thermometer. 
2. The cerebrum is responsible for the body's balance. 


[B] Compare between the properties of : 


Points of comparison Oxygen gas Carbon dioxide gas 


1. Reaction with 
magnesium : 


2. Dissolving 
in water : 
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Answer the following questions : 


1. [A] Complete the following statements : 


1. Materials are classified according to conducting heat into conductors 
-- conductors. 


, While the measuring unit of 


3. The scale of medical thermometer starts from - *C and ends 
ай concinne: O. 


4. The central nerves system is composed of <... 
[B] Give reasons for each of the following : 
1. Carbon dioxide gas is used in extinguishing fires. 


2. Ozone gas is very important in nature. 


2. [A] Write the scientific term for each of the following : 
1. The amount of matter in an object. 
2. A bony box that contains cavities for eyes, ears and nose. 
3. A gas that is the most important part in protein. 
4. A flame is used in cutting and welding metals. 
[B] Mention one function for each of the following : 
1. Celsius thermometer. 


3. [A] Put (v/) or (X) in front of each of the following : 
1. Cooking pots are made up of plastic. 


2. Humerus bone and forearm bones are from the parts of the lower limbs. 


( 


3. The cerebellum is responsible for maintaining the body balance during 


movement. о) 


هذا joo Дай‏ على موقم ذاكرولى nds‏ ولا يسمح hy‏ فى أى مواقع أخزى 
jl‏ من Js Шегі‏ بزيارة Ugo‏ على Hte wwwzakroohy com СЗШ‏ 


Final Examinations 


ІВІ Correct the underlined words : 
1. Ozone is composed of two oxygen atoms. ( 


2. Carbon dioxide gas is prepared in laboratory from reaction between dilute 
hydrochloric acid and copper sulphate. ( 


3. The liquid used in the medical thermometer is alcohol. ( 


4. [A] Choose the right answer from the following : 
1. The myelin sheath covers 
а. the axon on the nerve cell. b. cerebrum. c. medulla oblongate. 


2. The weight of an object on the Earth's surface is 6 Newton, so its weight on 
the moon's surface is ............... Newton. 


a.1 b.6 c. 10 
3. The measuring device of the mass is - 
a. spring scale. b. thermometer. c. sensitive balance. 


[B] Look at the opposite figure, 
then.complete the labels : 


Answer the following questions : 

1. [A] Complete the following statements : 
1. The force by which the body is attracted to the Earth is called ............... 
2. Handles of cooking pots are made of 
3. The number of spinal nerves is --...- and number of cranial nerves 

is z 
[B] Mention one function of each of the following : 

1. Oxy-acetylene 
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ІСІ What is meant by : 
1. Newton. 


2. Temperature. 


2. [A] Write the scientific term of each of the following : 
1. Materials that don’t let heat to pass through. 
2. Automatic response of the body to different stimuli. 


3. The part of the brain that is responsible for regulating 
the heartbeats. (- 


4. A chemical substance that increases the speed of the reaction without 
changing in its quantity and structure. C 
5. A device used to measure the temperature of liquids. C 
[B] Give reasons for : 
1. There is a constriction in the medical thermometer. 


2. Clear limewater becomes turbid when carbon dioxide passes. 


3. [A] Put (v/) or (x) and correct the wrong опе : 
1. The mass of the body changes as its location changes. 


2. Woolen clothes are good conductors of heat. 
3. In the Celsius thermometer there is a constriction in the capillary tube. ( 


4. Shoulder joint is an immovable joint. 
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5. Copper is a good conductor of heat. 


[B] Look at the opposite figure, then answer : 


1. This apparatus represents the 
preparation of jas. 

2. Solution @ is - 

3. The produced gas is collected by 
downward displacement of water 
because it 


[C] If the mass of an object on the Earth is equal to 60 kg., calculate : 
1. Its weight on the Earth's surface. 


3. Its mass on the moon's surface. 


4. [A] What happens when ... ? 
1, Over intaking of the stimulating substance such as coffee. 


2. Increasing the percentage of carbon dioxide gas in the atmosphere. 


[B] Give one example of each of the following : 
1. An immovable joint. 


2. Measuring device of small masses. 
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Answer the following questions : 
1. [A] Complete the following statements : 


1. The weight of anybody - when the distance between the body and 
the center of the planet -. as the gravitational force decreases. 


2. We can use ·----.--....... thermometer to measure the temperature of 
different liquids, whereas --.......-.... thermometer is used in measuring the 
temperature of the human body. 


3. en gas is prepared by the decomposition of in the presence of 
-- as a catalyst. 


4. The neuron consists of two main parts 
[B] Give reasons for each of the following : 
1. When you burn à ball of cleansing wire strongly, its mass increases. 


2. The withdrawal of the hand quickly when it denn touches a hot surface. 


2. [A] Write the scientific term for each of the following : 
1. The materials that let heat flow through. 


2. A chemical substance that remains without any change in its quantity and 
structure during the chemical reaction. 


3. The main control center in the human body. 
4. The system that consists of 43 pairs of nerves. 


[B] An object whose mass on the Earth equals 12 kg. Calculate : 
1. Its weight on the Earth. 


2. Its weight on the moon. 


D 
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3. [A] Correct the underlined words : 
1. The main idea to make a thermometer is changing the mass 
of liquid according to the temperature. 
2. Ozone molecule consists of four atoms. ( 


3. When a lighted magnesium ribbon is inserted in a cylinder filled with oxygen 
a black substance deposits on the wall of the cylinder. (~ 


4. Cerebellum connects the brain with spinal cord. 


[B] Look at the opposite figure, then answer : 
1. This apparatus is used for the 
preparation of ..-.. 


2. Write down the labels on the figure : 
- Liquid © is - 
- Substance @ із 
- Gas ® is. 


A. [A] Choose the correct answer : 
1. The device of measuring weight is 
a. sensitive scale. . spring scale. 
c. digital scale. . double pans scale. 
2. The best metal in conducting heat і5------- 
a. aluminium. b. iron. . copper. d. mercury. 
3. The gas which turns limewater turbid is <... gas. 
a. oxygen b. nitrogen . carbon dioxide d. ozone 
4. The centers of thinking and memory lie in -~ 
a. medulla oblongata. . spinal cord. 
c. cerebellum. . two cerebral hemispheres. 
[B] What would happen in the following cases : 
1. Drinking big quantities of soft drinks. 


2. The cerebellum is shocked hardly. 


(с 


هذا joo Дай‏ على موقم ذاكرولى الأعليمى ولا يسمح hy‏ فى أى مواقع أخزى 
لمزيد من Wc‏ تففل Unio jo‏ على Маре (www zoy «o Cu‏ 


Governorate 


Answer the following questions : 
1. [A] Choose the correct answer : 
1. The device of measuring weight is 
a. one-arm scale. b. two-arms scale. 
C. digital scale. d. spring scale. 
2. Reflex action takes place through the ----.---......- 
а. medulla oblongata. b. spinal cord. с. cerebellum. а. cerebrum. 
3. Cooking utensils are provided with handles of -.............. 
a. copper. b. wood. C. iron. d. aluminium. 
4. Newton equals the weight of an object whose mass is kg. 
a. 100 b. 10 c.1 d. 0.1 
5. The centers of thinking and memory lie in ----..-... 
а. medulla oblongata. Б. spinal cord. с. cerebrum. d. cerebellum. 
6. The ribcage in the human body consists of ^ of ribs. 
a. 10 pairs b. 11 pairs c. 12 pairs d. 13 pairs 


[B] Give reasons for : 
1. There are cartilages between the vertebrae of the backbone. 


2. Mercury is used in thermometers. 


3. Oxygen gas is collected by downward displacement of water. 


2. [A] Complete the following statements : 
1. The percentage of carbon dioxide gas in the atmospheric air is 
has the symbol --.-..----.- 
2. The knee joint is considered from ---- 
considered from .--....-...... joints. 
3. The central nervous system consists of ---.-------- 
4. Oxygen atom + oxygen atom = -+ 
- conducts heat faster than aluminium. 
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[B] What happens when .. 
1. Damage of medulla  -— 


2. Hydrogen peroxide i is sidroppad over manganese dioxide. 


3. [A] Put (¥7) in front of the correct statement and (х) in front of false one : 
1. The mass of the body changes as its location changes. ( 
2. The scale of medical thermometer starts from 35°C to 42°C. ( 
3. Cerebellum maintains the balance of the body during movement. ( 
4. All materials are good conductors of heat. ( 
5. Magnesium combines with oxygen gas forming a black substance. ( 
6. In the Celsius thermometer there is a constriction in the capillary tube. ( 
[B] Look at the following figure, then answer : 
1. Write what represents each label on the figure. 
- Substance © 
- Liquid (b) : 
2. Mention two uses of be evolved дав, 


3. The produced gas is not collected by 
downward displacement of water. Why ? 


4. [A] Write the scientific term of each of the following : 
1. The gas protects the Earth from harmful radiation. 
2. A bony box contains brain and cavities for eyes , ears and nose. ( ~ 
3. It passively affects the nervous system causes retardation 
of memory and learning. 
4. Agas that composes the protein substance that builds up 
our bodies. 


5. The basic structure of the nervous system. 
6. The liquid that is used in sterilizing the medical thermometer. 


[B] If the weight of a body on the moon 100 Newton. Calculate : 
1. Its te weight on the Earth. 


2. Its mass on the moon. 


[C] Compare between 
| Point of comparison Spinal nerves 
l Number 
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Answer the following questions : 
1. [A] Complete the following statements : 
. The scale of Celsius thermometer starts from ............... “С and ends at ----- 


. The number of vertebrae of the backbone is ---..---.-.-- - vertebrae, while 
the ribcage consists of -... pairs of ribs. 


. In the atmospheric air oxygen gas exists by % and nitrogen gas 
exists by percentage ---- -%. 


. Mass is measured by using while weight is measured by 
using ~- - 


[B] Calculate : 
If an object's mass = 30 kg. on the Earth: 
1. Its mass on the moon. 


2. Its weight on the Earth. 


2. [A] Write the scientific term : 
1. The force with which a body is attracted to the Earth. 
2. It is the degree helps us to express the hotness ог 
coldness of an object. 


3. The gas that raises the temperature of the Earth when its 
percentage increases in air. 


[B] Choose from column (B), what suits it in column (A) : 
БЕС Rim ® 

. Joints a. prevent the friction between vertebrae. 

. Neuron b. is responsible for regulating the involuntary processes. 
Garébellum c. is the building unit of nervous system. 
" 7 d. the location where bones meet іп the body. 
. Cartilages e. is rapid combination between element and oxygen. 
- Medulla oblongata |f. keeps the balance of human body during 
. Cerebrum movement. 

9. is responsible for regulating the voluntary 
movements. 


3. 
6. 
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3. [А] What happens when ... ? 
1. The distance between a person in a balloon and the center of the Earth 
Icreases. 


2. Sitting for long times in front of the computer. 


[B] Look at the opposite figure then answer the following questions : 
1. Mention the name of the gas which is prepared. 


2. This gas is collected by downword 
displacement of water. Why ? 


З. Substance по. (Т) is: 


4. The function of manganese dioxide 
is -- 3 


4. [A] Give reasons for : 
1. Using oxy-acetylene flame in cutting and welding metals. 


2. The handles of cooking pots are made of plastic, while the cooking pots are 
made of aluminium. 


[B] Correct the underlined words with right words : 
1. Nitrogen gas combines with elements forming 
oxides (oxidation). 
. The white matter in the spinal cord has the shape of letter "H". ( 


. When the exhaled air passes through clear limewater, it forms 
calcium oxide. ( 


. The bones of lower limbs connected to the shoulder bones. ( 

. Iron is the fastest element in conducting heat. ( 

. The magnesium ribbon keeps burning and turns into yellow 
colour in cylinder which contains carbon dioxide gas. ( 
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Answer the following questions : 
1. Complete the following statements 


1. The measurement unit of mass is --------------- , whereas the measurement unit of 
weight is өз 


2. There is а constriction in the .-......... thermometer. 
3. The -... thermometer is used to measure the water temperature. 
4. Oxygen gas is prepared in laboratory from in presence of --- 


2. [A] Choose the correct answer : 


1. When a glowing magnesium ribbon is placed in a jar containing carbon 
dioxide, on the walls of the jar the element formed is 


a. oxygen. b. nitrogen. c. hydrogen. d. carbon. 
2. The joint is the location of meeting о 

a. two bones. b. muscle with bone. 

c. two muscles. d. two cells. 
3. The best metal in conducting heat is --- E 

. aluminium. b. copper. c. iron. d. wood. 
4. The gas which turn limewater turbid is - ^ gas. 

a. oxygen b. carbon dioxide c. nitrogen d. ozone 

[B] join from column (A), what is suitable from column (B) : 


(A) (B) 
1. Backbone а. allow movement in all directions. 
2. Freely movable joints | Б. consists of 33 vertebrae. 


3. Slightly movable joints | С. consists of 12 pairs of ribs. 
4. Ribcage d. allow movement in one direction only. 
е. protects the brain. 


2. 3. 


9. [A] Write the scientific term : 
1. An organ responsible for reflex action. 
2. The center of the main control in human body. 
3. Agas molecule consists of three atoms of oxygen. 
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[B] Correcting the underlined words : 
1. The liquid used in medical thermometer is the alcohol. 
2. Nitrogen represents 21 % of the volume of the atmosphere. 
3. Carbon dioxide gas is essential to form rust. 


4. [A] Give reasons for : 
Carbon dioxide is used in extinguishing (putting off) fires. 


[B] What happens when ... 7 
There is no oxygen in the atmospheric air. 


[C] If an object's mass - 30 kg. on the Earth. Calculate : 
1. Its weight on the Earth. 


2. Its weight on the moon. 


[D] Study the following figure, then label it : 


Answer the following questions : 


1. Complete the following sentences : 

1. The measurement unit of mass is , Whereas the measurement unit of 
weight is 

2. Oxygen is produced from process and carbon dioxide is produced from 

eee process. 

3. As the mass of the planet on which the body exists increases, the تت‎ of 

the planet increases and ------------- of the body increases. 
© 
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4. Carbon dioxide is prepared in the laboratory by adding --- «= to the powder 


^ to measure the boiling point of water , while <... is used to 
measure the temperature of the patient. 
6. The peripheral nervous system consists of -- ^ Of cranial nerves and 
e Of spinal nerves. 


2. [A] Write the scientific term of each of the following : 
1. Automatic response of the body to different stimuli such as light and heat. 


2. Materials that let heat flow through. 
3. The degree of hotness or coldness of a body. 
4. A flame is used in cutting and welding metals. 
5. A gas is used in making soft drinks. 
6. The phenomenon which leads to raise in the Earth's temperature and 
causes changes in the climate. 
[B] Give reasons for : 
1. We must stay away from the source of pollution. 


2. Oxygen is collected by downward displacement of water. 


3. Mercury is used in thermometers. 


3. [A] Choose the correct answer : 
1. The cerebellum is responsible for ............... 
a. thinking. b. the body balance. 
c. the reflex action. d. memory. 
2. Myelin sheath surrounds the ---- 
а. nerve cell’s axon. b. spinal cord. 
c. cerebrum. d. cerebellum. 


3. When oxygen combined with an element, the mass of the product is 
the mass of element. 


a. equal to b. less than c. more than d. (a) and (b) 


E 
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4. The device of measuring weight is 
а. the spring scale. b. the balance scale. 
с. one-arm scale. — d.two-arms scale. 

5. Which of the following is from slightly movable joints 
a. thigh. b. wrist. c. ankle. 

6. Mercury remains in liquid state between --- Й 
a. (39 : 357) b. (39 : -357) c. (-39 : 357) а. (0 : 100) 

[В] Mention the name of the organ that is responsible for : 
1. Controlling the voluntary movements of the body. 


3. Protecting the heart and the two lungs. 


4. Protecting the brain parts. 


[C] If an object’s mass equals 60 kg. on the Earth's surface. Calculate its 
mass on the moon's surface ? and why ? 


Д. [A] What happens in the following cases ? 
1. All the bones of the human body are without joints. 


[B] Correct the underlined words : 


1. The nodular bacteria fix oxygen of air in the roots of leguminous plants. 


(= 
2. When the exhaled air passes through clear limewater, it becomes turbid 
torming a substance called calcium chloride. (on 


3, The axon is covered with a fatty substance called gray matter. ( ~~ 
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Answer the following questions : 


1. [A] Complete the following : 
. Oxygen is produced from --........... process and carbon dioxide produced 


. The number of cranial nerves is ----...-.--..- and the number of spinal 
nerves is 
. The medical thermometer is graduated from .-- Odo 
. The -- -= is the measurement unit of mass , whereas the 
measurement unit of weight. 
[B] What would happen in the following cases ? 
1. There is no oxygen in the atmospheric air. 


2. The percentage of carbon dioxide in the air increases. 


2. [A] Correct the underlined words in the following statements : 
1. Copper from substances which the heat cannot pass through it. ( 
2. Nitrogen gas is used in putting off fires. 


beans and clover. 
4. Mass is the force of the Earth's gravity to an object. 
[B] Mention one function for each of the following 
1. Skull. 


2. Cartilages between the vertebrae of the backbone. 


3. [A] Choose the correct answer : 
1. Respiration and combustion processes consume 
a. oxygen b. nitrogen C. argon d. carbon dioxide 
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2. The weight of the body on the Earth’s surface is 6 Newton, so its weight on 
the moon surface is --- 


a.1kg. b. 1 Newton. c. 6 kg. d. 6 Newton. 
3. The gas which is used with acetylene in welding metals is gas. 

a. oxygen b. nitrogen с. hydrogen d. carbon dioxide 
4. Which of the following is from joints ? --............. 

а: Femur. b. Shaft. c. Pelvic. 


[B] Look at figure, then answei 
- This is structure of 
- Write the names of parts 
Oi. 


4. [A] Write the scientific term of each of the following statements : 
1. Atool is used to measure body weight. 
2. Materials that let heat flow through. 


3. A system responsible for integration and coordination between systems of 
the human body. 


4. The location of bones meet and allow moving. 
[B] Give reasons for : 
1. Yeast is added to the dough on making bread. 


2. Aluminium is used in manufacturing of cooking pans. 


a Governorate 


Answer the following questions : 
1. [A] Choose the correct answer : 
d.n nearly equals the mass of one paper clip. 
a. Kilogram b. Gram c. Newton d. Ton 
2. Which of the following is faster in conducting heat ? ------------- Я 
а. Соррег. b. Iron. c. Aluminium. d. Glass. 


69 
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3. Oxygen is produced from - process. 
a. burning b. oxidation с. photosynthesis а. respiration 
4. The cerebellum is responsible for 
a. thinking. b. the body balance. с. the reflex action. d. memory. . 
[B] Problem : 
An object whose mass on the Earth equals 6 kg. Calculate its weight on both 
surfaces of the Earth and the moon. 


To - are some usages of good heat conductors. 


2. Oxygen gas is prepared by the decomposition of in the presence 
of 


3. Mass is measured by -.----------.-- scale, whereas weight is measured by 
scale. 


4. controls the reflex action (reflexes). 


5. The percentage of carbon dioxide gas in the atmospheric air is 
and has the symbol 


[B] Give reasons for the following : 
1. Brain is located in the skull. 


2. Carbon dioxide gas is used in extinguishing some fires. 


3. The handles of cooking utensils are made of plastic or wood. 


3. [A] Write the scientific term of each of the following : 
1. The force with which a body is attracted to the Earth. 
2. Arapid union between oxygen and an element producing 
heat and light. 
3. The building unit of the nervous system. 
4. The area of two bones meeting. 
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[B] Compare between the medical thermometer and the Celsius thermometer 8 


Points of comparison ‘| “Medical thermometer 2 


1. Usage: 


2. Structure : 


3. Used liquid : 


4. Scale : 


4. [A] Correct thẹ underlined wrong words in the following statements 
1. All materials are good conductors of heat. ( -- 


2. Ozone molecule is composed of мо hydrogen atoms and опе oxygen 
atom. ( 
3. There are 12 pairs of spinal nerves and 31 pairs of cranial nerves. 
( 
[B] Look at the following figure, then answer : 
"1. Write what represents each label 
-Liquid © : 
- Substance © 
2. Mention three uses of carbon dioxide gas : 


dioxide. 
gas 


3. Carbon dioxide is collected by upward Cylinder. 
Sisplacementd of air. Inch ? 


Assiut Governorate 


Answer the following questions : 


1. Complete the following statements : 
1. The measurement unit of mass is -.............. ог ---......., whereas the 
measurement unit of weight is --- 
2. The nervous system divided into --.......... system and system. 
3. The graduation of medical thermometer begins from 35°C and ends at 
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2. [A] Put (¥) or (x) in front of the following : 
1. The spring scale is used for measuring weight. 
2. The mass of body changes as its location changes. 
3. Celsius thermometer is used to measure the temperature 
of human being. 

4. The spinal cord is responsible for the reflexes. 

[B] Give reasons for : 
1, Carbon dioxide is used in extinguishing fires. 


3. [A] Write the scientific term of each of the following statements : 
1. The gas that exists in the atmosphere and protects the Earth from harmful 
radiations coming from the Sun. 
2. Materials that let heat flow through. 
3, The building unit of nervous system. 
4. They are 12 pairs of nervous emerging from the brain. 
[B] Mention the function of the following : 
1. The flame oxy-acetylene. 


2. Medulla ablongata. 


4. [A] Choose the correct answer : 
1. Cerebellum is responsible for ............... 
а. thinking. b. balance of the body. c. the reflex action. 
2. Nitrogen represents of the Earth's atmosphere. 
a. 21% b. 78% c. 0.03 96 
[B] If an object whose mass on the Earth equals 30 kg. Calculate : 
1. Its weight on the Earth. 


2. Its weight on the moon. 


3. Its mass on the moon. 
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ІСІ Look at the opposite figure, then label it : 


KEK Sohag Governorate 


Answer the following questions : 


1 [А] Complete the following statement : 
1. Mass is measured by 


3. The number of spinal nerves is --- 
nerves is ست‎ pairs. 
[B] Choose the correct answer : 
1. An object whose weight is 20 Newton on the Earth, its mass is equal to 
8.2 kg. b. 10 kg. c. 20 kg. d. 200 kg. 
. Heat insulators are used in making all of the following except <. 
a. handle of iron. b. cooking pots. 
c. woolen clothes. d. heavy blankets. 
3. Which of the following gases have great percentage in the atmospheric 


a. Oxygen. b. Carbon dioxide. c. Nitrogen. d. Water vapour. 


2. [A] Write the scientific term of each of the following statements : 
1. A force with which а body is attracted to the Earth. 
2. A gas used to put off fires. 
3. An organ responsible for the reflex action. 
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ІВІ Mention the function of the following : 
1. Celsius thermometer. 


2. Oxy-acetylene flame. 


3. Cerebellum. 


3. [A] Correct the underlined wrong words in the following statements : 
1. The measuring unit of mass is Newton. ( 


2. Ozone molecule consists of four oxygen atoms. ( 
3. Nitrogen gas results from the combustion of organic substances. 


4. Oxygen gas is called azote which means lifeless. 


[B] Look at the opposite figure, then answer : 
1. Label the numbered bones. 


2. This figure represents the bones of ............. limbs. 


4. [A] Put (v/) іп front of the correct statement and (X) in front of false one : 
1. Heat transfers from the cold object to hot object. ( 
2. Oxygen gas occupies 78 96 of the atmospheric air. ( 
3. Aluminium is a bad conductor of heat. ( 
4. СО; is heavier than air, so it is replaced the air. ( 
5. Legumes such as clover benefit from the nitrogen in the air. ( 
6. Manganese dioxide is used as a catalyst during preparation of oxygen. ( 
[B] Give reasons for : 
is located inside the skull. 
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Answer the following questions : 
1. [A] Complete the following statements : 


1. From the substances which are bad conductors of heat - 
2. The mass is measured by - scale and the weight is measured 


3. The number of the cranial nerves is ----- and the number of the spinal 
nerves is --- 


< are the sources of carbon dioxide. 


[B] Mention the function of each of the following : 
1. Celsius thermometer. 


2. Cerebellum. 


2. [A] Choose the correct answer : 
1. The gas which turns clear limewater turbid is ------.----.- gas. 
а. oxygen b. nitrogen c. carbon dioxide d. ozone 
2. The centers of thinking and memory lie in --------------- 
a. medulla oblongata. b. spinal cord. 
c. cerebellum. d. two cerebral hemispheres. 
3. If the weight of a body is 200 Newton, its mass equals 
а. 2 kg. ь. 20 ка. с. 200 kg. 0. 2000 kg. 
4. The liquid used іп the manufacture of the thermometer is ...- 
а. hydrogen peroxide. Ы. water. c. mercury. d. alcohol. 
[B] Give reasons for : 
1. Air is the main source of nitrogen. 
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2. Staying away from the tranquilizers and stimulants. 


3. [A] Write the scientific term of each of the following statements : 
1. The substances that allow heat to pass through. C 
2. A bony case that contains brain inside. 06 
3. Ап organ responsible for the reflex actions of the body. (e 
4. Aflame is used in cutting and welding metals. Є 


[В] If a body its mass 60 kg. Calculate its weight on the Earth’s surface and 
also calculate its weight on the moon’s surface 7 


4. [A] Correct the following statements : 
1. The axon of nerve cell is surrounded by gelatinous layer. 


2. The weight is constant amount and changes as the location changes. 


3, When a glowing magnesium ribbon is placed in a jar containing oxygen 
gas, a black substance is formed. 


4. The maximum and minimum graduation of the clinical thermometer is 
between (32 : 45) Celsius degrees. 


[B] What would happen in the following cases : 
1. An iron nail wetted by water is exposed several days to humid 


2. The percentage of carbon dioxide gas increases in the atmospheric air. 


هذا لحمل joo‏ على موقم ذاكرولى nds‏ ولا يسمح opiy‏ فى أى مواقم أخزى 
لمزيد من acl‏ تفل Unio jo‏ على Маре (www zoy «om О‏ 


Answer the following questions : 

1. [A] Complete the following statements : 
1. Mass is a constant value and it is not affected by changing ->- 
2. From the functions of the lower limbs ---- 
3. The graduation of medical thermometer starts from 


4. The axon of nerve cell is surrounded by --- 
5. An object's weight depends on ----- 

[B] Write one function of : 
1. The ribcage. 


2. Celsius thermometer. 
3. Balance scale. 


4. Oxy-acetylene flame. 


2. [A] Put (¥7) in front of the correct statements and (X) in front of false one : 

1. Iron is the best heat conductor. ( 

2. Oxygen gas occupies 0.03 % of the atmospheric air components. 

3. The skull has immovable joints. 

4. A black substance is formed when oxygen reacts with a lighted 
magnesium ribbon. 

5. Cartilages prevent the friction between the bones of vertebrae. 

6. The outer surface of the hemispheres is called cerebral cortex and it is 
a white matter. 

[B] If the object’s mass = 3 kg. on the Earth surface. Calculate : 
1. Its mass on the moon. 
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2. Its weight on the Earth. 


3. Its weight on the moon. 


ІСІ Give reasons for : 
1. Cooking utensils made of aluminium. 


2. Oxygen gas is collected by downward displacement of water. 


3. [A] Choose the correct answer : 
1. The used liquid in medical thermometer is 
а. water. b. alcohol. c. mercury. 
2. We can extinguish fire using ~ ^» gas. 
a. oxygen b. nitrogen c. carbon dioxide 
3. The device of measuring weight is ---- 
а. two-arms scale. b. spring scale. c. digital scale. 
- controls the reflex actions. 
а. Spinal cord b. Cerebellum c. Cerebrum 
5. Respiration and combustion processes consume 
а. oxygen b. nitrogen c. carbon dioxide 
6. Which of the following is responsible for keeping the body balance ? -.... 
a. Spinal cord. b. Medulla oblongata. c. Cerebellum. 
[B] What happens if ... ? 
1. Damage of medulla oblongata. 


2. The percentage of carbon dioxide gas in air increases. 
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[C] Look at the following figure , then answer : 
1. Substance number © is ~ چ‎ 
2. Liquid number @ is ~ 
3. From the properties of the Carbon 


M dioxide 
evolved gas is + gas 


Cylinder 


4, [A] Write the scientific term of each of the following statements : 
1. Agas is used by legumes in formation of their proteins. ( 


2. Substances are formed when iron exposed to the humid air 
for 3 days. 


3. The measuring unit of mass which equals the mass of one 
liter of distilled water at the normal temperature. 

4. Materials that do not let heat flow through. 

5. The location at which bones meet each other. 

6. A gas that turns clear limewater into milky. 


[B] Join from column (A), what is suitable to column (B) : 


cs s 
1. The backbone а. they allow movement in one direction only. 
2. Ozone gas b. they allow movement in all directions. 
3. Oxygen gas C. consists of 33 vertebrae. 
4. Nitrogen gas d. hydrogen peroxide is used in its preparation. 
5. Slightly movable joints | e. protects the brain. 
6. Freely movable joints | f. protects the Earth from harmful radiation. 
g. it represents 78 % of the volume of the 
atmospheric air. 
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Answer the following questions 
1. (а) Complete the following statements : Же 
1 scale is used to measure the largo masses as he 
2. and are bad conductors of heal. 
3. is a device used to measure temperature. "— 
4. The percentage of oxygen 985 in atmosphere equals. 5 
perce % 
the percentage of carbon dioxide is 
5. is the system that controls all the vital operations of the body. 
в. is the bony box that protects the brain. 
[B] Look at the opposite figure, then answer : u 
4. The candle will because | بع‎ 
it consumes the gas. P 
2. Clear limewater turns into due to Lond 
the passage of gas through it. 


[C] What is the importance (usage) of -++ 7 
1. Good conductors of heat. 


2. Medulla oblongata. 


2. [A] Choose the correct answer : 
nearly equals the mass of one paper сір. 


1 
а. Kilogram b. Newton c. Gram d. Ton 
2. The bulb of the medical thermometer is filled with 
а alcohol. bı water. c. mercury. d.oil. 
3. Nitrogen represents of the Earth's atmosphere. 
a 90% b. 21% c.0.03% ^ d. 78% 
4. The cerebellum is responsible for 
а the body balance. b. thinking. 
с memory. d. the reflex actions. 
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[B] Give reasons for the following : 


1. Although oxygen is consumed during respiration, its percentage remains 
stable in the atmosphere. 


2. The weight of a body in a plane is smaller than that on the Earth's surface. 


[C] Look at the opposite figure, then answer : 
1. This figure indicates the structure of .............. 
2. Complete : 
e Part С represents the .-----------....... 
e Part (B) represents the .--..-............................. © © 


3. [A] Put (v) in front of the right statements and (X) in front of the wrong ones : 
1. Newton is the measuring unit of weight of an object whose mass is 
100 grams. 
2. Heat transfers from cold object to hot object. , 


3. Oxygen gas is produced during photosynthesis process. 


4. Nitrogen gas is nost abundant gas in air. 


5. The outer part of the brain is a white matter. 


ға ~ ~ -- = = 
نك‎ ~ ~ ~ ~ ~ 


6. Backbone consists of 33 pairs of vertebrae. 


[B] If the object’s mass = 10 kg. on the Earth, calculate. 
1. Its mass оп the MOON = ve 
2. Its weight on the Earth = 
3. Its weight on the MOON = s777. 


[C] What happens when ... ? 
1. A medical thermometer is put in boiled water. 


2. The measuring unit of temperature. 


3. A flame that is used in cutting and welding metals. 
4. Agas that is used by the plant to make photosynthesis process. (mm 
5. The body organ which is responsible for the reflex actions. (Сезе. 


6. The structure which protects the heart and lungs. 


4. [A] Write the scientific term of each of the following : 
1. The amount of matter in an object. 


[B] Compare between immovable joints and freely movable joints. 


| P.O.C. 


Immovable joints 


Freely movable joints 


Definition : 


Example : 


[B] Give reasons for : 


T 


Answer the following questions : 
1. [A] Complete the following statements : 


1. The measuring unit of mass is =-=- 


2. Carbon dioxide gas is changed into liquid by 
3. RH regulates the heartbeats, while ............... 
Д. ee is used to detect the presence of carbon dioxide gas. 
5. From the usages of heat conductors is 


, While the mea 


а Cairo Governorate Akhnaton Egyptian Language School 


suring unit of weight 


protects the brain. 


1. The force of the moon’s gravity is less than the Earth’s gravity. 


FINAL EXAMINATIONS | S 


2. [A] Write the scientific term : 


1. Materials which don't allow heat to pass through. ( sees ) 
2. A gas molecule consists of 3 oxygen atoms. (oriens ) 
3. Automatic response of the body to different stimuli. (оона ) | 
4. The degree of hotness or coldness of a body. бары ) 


5. The force by which an object is attracted to the Earth. 
6. The basic structure unit of the nervous system. 
7. Adevice used to measure the temperature of the human body. (m ) 


8. Structure consists of skull, backbone and ribcage. (RR ) 


[B] What happens when ... ? 


1. Oxygen percentage in the air becomes more than 2196. 


3. [A] Choose the correct answer : 
1. The gas which doesn't burn but helps in burning İS =- gas. 
a. nitrogen b. oxygen C. carbon dioxide 
2. The branches which extend from the neuron's body are called ............... 
a. dendrites. b. cytoplasm. C. nucleus. 
3. Water is formed of еее 
a. oxygen and nitrogen. b. oxygen and hydrogen. c. nitrogen and hydrogen. 
4. Nitrogen represents =~ % of the air volume. 


a. 78 b. 21 c. 0.03 
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5. The bones of the upper limbs are connected to the == bones. 


a. humerus b. pelvic c. shoulder 

6. Increasing the percentage of -..--........... gas in the atmosphere leads to 
Increasing the temperature of the Earth. 
а. OXygen b. nitrogen c. carbon dioxide 


[B] Mention the function of: 
1. Spring scale. 


4. Oxy-acetylene flame. 


[C] Problem : 
If the mass of an object is equal to 60 kg. on the Earth's surface. Caiculate its 
mass on the moon's surface. 


4. [A] Correct the underlined words : 


1. The backbone protects the lungs. нінде 
2. During respiration, the gas produced is oxygen. (заны 
3. The nodular bacteria live in the stem of leguminous plants. (RA 


4. The scale of the Celsius thermometer starts from 35°C to 42°C. (mmm 


5. Burning is the slow union between oxygen and an element 
in the presence of moisture. енды 


6. There аге 12 pairs of ribs connected anteriorly to the sternum bone. 
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ІВІ Compare between : 


| Cranial nerves | Spinal nerves | 


————— 
Futures Language Schools 


Answer the folowing questions : 


1. [A] Choose the correct answer : 


1. The main source of oxygen gas in air is vere process. 
a. photosynthesis b. respiration c. combustion 
2. The bulb of thermometer is filled with езе 
a. water. b. juice. c. mercury. 
3. Copper conducts heat faster than еее е 
a. aluminium. b. iron. c. (a) and (b). 
4. The weight of any body = 777 
b. Its mass x 10 с) Its mass / 100 


a. Its mass x 100 


5. The axon terminals form а 77 with other neurons. 


a. synapse b. nerve c. gray matter 
6. We can extinguish fire using 7 gas. 

a. carbon dioxide b. oxygen c. hydrogen 
7. The mercury remains in a liquid state between === °C, 

a. (39 : 357) b. (39 : - 357) c. )- 39 : 357) 
ЯС еки ........ ig used as а catalyst in the preparation of oxygen. 

a. Manganese oxide b. Manganese dioxide c. Hydrogen peroxide 
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PART 3 


[B] What happens when... ? 
1. A medical thermometer is put in boiled water. 


2. [A] Complete : 


1. The backbone consists of sss... vertebrae, while the ribcage consists 
of «s pairs of ribs. 

2. Removal of forests leads to the increase in the percentage of -....-......... 
gas in air. 

3. The ............... maintains the balance of the body during the movement. 

4. Oxygen is prepared in the laboratory by adding --------------- to «A 

[B] How to keep the nervous system healthy : 
1 


[C] Look at the opposite figure, then answer : 
1. Substance (1) is ------........ 


= 
2. Liquid @ is v * 
| 
Е 
4—60, 
8. [A] Give reasons for : 
1. The force of the moon’s gravity is less than the Earth’s gravity. 
2. There is a constriction in the medical thermometer. 
[B] Write the scientific term of each of the following : 
1. It is a building unit of the nervous system. تسد موا لام )أ‎ ) 
2. Agas that its molecule is composed of 3 oxygen atoms. (secos ) 
3. It is the force by which a body is attracted to the Earth. (een ) 
4. It is a bony box contains cavities for eyes, ears and nose. (RR ) 


5. It is the degree of hotness ог coldness of a body. 

6. It is a mixture of gases surrounding the Earth. 

7. They are branches extending from the neuron's body. 
8. They are materials that don't let heat flow through. 
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Д. [A] Mention the function of : 
1. The Brain. 


[B] Put (v^) or (x) : 
1. Nitrogen gas represents 21 96 of the volume of atmosphere. ) ) 
2. Heat transfers from cold object to hot object. p o3 
3. Gram is used to measure big masses. Lg 
4. Oxy-acetylene flame is used in welding and cutting metals. C) 
5. Spring scale is used to measure the weight of any object. C) 
6. When magnesium burns in a jar contains oxygen a black substance 
is formed of magnesium oxide. 

7. Nitrogen is lifeless gas. C) 
8. Cartilages increase friction between bones. ) ) 


= 


Manarat Al Farouk Islamic School 


1. [A] Give the key term for the following : 


Answer the following questions : 


Cairo Governorate 


1. The part of the nervous system that keeps the body balanced. (--------- ) 
2. A gas called "azote". (oen ) 
3. A catalyst used during the preparation of oxygen gas. ПЕ ) 
4. The type of thermometers that is used for measuring the temperature 
of liquids. (росе ) 
5. Aunit of measuring weight which is equal to a mass of 100 grams. 
(sees. ) 
6. Agas produced during the fermentation done by yeast. (Coon ) 


[B] Give reasons for the following: 
4. You remove your hand quickly when it touches a very hot object. 


Qt: تیم ۱ (م‎ Геол / (Notebook) علرم لغات‎ |с] 


2. [A] Correct the underlined parts of the following sentences: 


1. Oxidation is a rapid combination of oxygen and an element which 


produces heat and light. (mmm ) 
2. Nitrogen represents 61% of air volume. (mm ) 
3. Mass changes by changing the place on the Earth. [E ) 
4. The mass of 1 liter of water is almost 100 gram. (m ) 
5. Cerebrum lies at the back area of the brain. (m ) 
6. There are 31 pairs of cranial nerves in the human body. (m ) 


[B] What is the importance of the following ... ? 


| 1. The catalyst during the preparation of oxygen. 


| 2. Skull. 


| 3. Dendrites. | 


8. [A] Complete the following : 
1. By increasing temperature, the volume of mercury inside a thermometer rr 
2. ненне gas is used for making soda water and soft drinks. 
3. Oxygen filled in cylinders can be used 0... and e 
4. As the distance between an object and the center of the Earth increases, 
its weight --------------- 
Б. е is a slightly movable joint. 


[B] Choose the correct answer : 
1. An object has the mass of 30 kg., its weight on the moon is << 


a. 30 kg. b. 300 N. c. 50 N. d. 300 kg. 
2. All of the following are parts of the axial skeleton except ............... 

a. foot bones. b. skull. c. ribcage. d. vertebral column. 
3. e is a poor heat conductor. 

a. Copper b. Air c. Aluminium d. Iron 
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4. The outer layer of the Spinal cord is made of 
a. gray matter. 


c. medulla oblongata. 


b. white blood cells. 


d. white matter. 
5. There is a constriction above the bulb in case of 
a. Celsius thermometer. 


c. medical thermometer. 


b. digital balance. 

d. spring scale. 

6. A -----.----..... is a tool of measuring weight. 
a. medical thermometer b. double pan balance 
C. Spring scale d. newton 


A. [A] Give one example for each of the following : 
1; Mass төавшгіп ийй8 = ананнын RENEE seas 
2. Parts of central ااا‎ 1 1 1 1 1 2 2 ens 
3. Freely movable joints : 
4. Factors affecting weight : 
5. Uses of carbon dioxide : 
БАЕ BOISE ESOC EES ia و‎ eC 


[B] Write what happens in the following cases : 


1. Dissociation of hydrogen peroxide. 


2. Oxygen burns with acetylene. 


————————— 
H Cairo Governorate Bloom Language School 


Answer the following questions : 


1 [A] Complete the following statements : 
1. The number of vertebrae of vertebral column is ............... 
2. Oxygen is prepared from decomposition of ............ in presence of 
3. The number of peripheral nerves in the human body is ............... 
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4, The weight of any object Ів measured by using the vv" 

B, sorore gas combines with acetylene and used іп welding metals, 

6. The handles of cooking pots are made of «^ 

7. Nitrogen represents vi % of the alr. 

8. The global warming and rising of the temperature are the results of or gas, 


| 
| 
| 


[B] Give reasons for : 
1. Damage of medulla oblongata leads to death. 


2. [A] Choose the correct answer : 
1. All the following are from the components of the central nervous system 


except «ee 
а. spinal nerves. b. two cerebral hemisphere. 
c. spinal cord. d. medulla oblongata. 


2. When a glowing magnesium ribbon is placed in a jar containing carbon 
dioxide gas, on the walls of the jar the element that is formed is «++ 


а. oxygen. b. nitrogen. c. hydrogen. d. carbon. 
3. The thoracic ribcage іп man consists of «++ pairs of ribs 

a. 10 b. 11 c; 12 d. 43 
4. The gas which turns limewater into turbid is «+++ - gas. 

8. oxygen b. nitrogen c. carbon dioxide d. ozone 
Б. eem is surrounded by a fatty layer. 

a. Axon of nerve cell b. Cerebellum 

c. Spinal cord d. Cerebrum 
6. Reflex action takes place in +e- 

a. spinal cord. b. cerebrum. 

c. medulla oblongata. d. cerebellum. 


[B] What happens when ... ? 
1. Getting rid of nodular bacteria. 
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3. [A] Write the scientific term : 
1. The main system that is responsible for the body movement. 


2. The automatic response of the body to different stimuli. 
3. The main source of nitrogen gas. 


4. A device used to measure the temperature of the human body. 
5. A force by which a body is attracted to the Earth. 
6. The amount of matter in an object. 

[B] Put (v^) or (x) : 


1. The weight of an object increases with the increase of its mass. 


өте ете 229 673 um съ 
ша es 42 aio فك سك‎ 


2. Human suffers from suffocation after breathing carbon dioxide gas. 


3. Nitrogen is called azote and it means gas of the life. 


~ М ~ М 


4. Appendicular skeleton consists of upper and lower limbs bones. 


5. Brain is composed of two cerebral hemispheres, cerebellum, 
spinal cord and the skull. ( ) 


6. Air is а good conductor of heat. ( ) 


- This figure represents the structure of the -+-+ 
- What is the function of part (2) ? 


[B] Problem : 
If the object's mass 7 30 kg. on the Earth. Calculate : 


a. Its mass on the moon. 


n Giza Governorate Orman College School 


Answer the following questions : 


1. [A] Complete the following sentences : 


1. The measuring unit of the mass is === , while the measuring unit of 


the weight is .-............ 
2. M conducts heat faster than aluminium. 


3. The medical thermometer scale starts from «<<: *C and ends at 


and water in the presence 


[B] Choose from column (B) what suits it in column (А): 


(А) (В) 

1. Cerebrum a. Is a liquid used to sterilize the 
2. Ethyl alcohol thermometer before using. 

b. Is the measuring device of weight. 
c. Its temperature reaches 3500°C. 


3. Spring scale 
4. Oxy-acetylene flame 


d. Responsible for vo! 


2. [A] Put (v) or (x): 
1. Heat transfers from hot object to cold one. 
2. Newton equals the weight of an object its mass 100 grams. 
3. The number of cranial nerves is 31 pairs. 
4. The nodular bacteria fix the oxygen for the leguminous plant. 


C) 
C) 
C) 
C) 


[B] Give reasons for : 
1. There is a constriction above mercury bulb in medical thermometer. 
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3. [A] Write the scientific term : 


1 me Torce Бу which the body is attracted to the center of the Earth. (7 ) 
2. Liquid used in making thermometers. (C ) 
3. Automatic response to external stimuli. penes ) 
4. The gas which represents 78% of the air volume. ben] 


[B] Label the opposite diagram : 


A. [A] Choose the correct answer : 
1. The planet on which the body weight equals 6 times as its weight on the 


moon, iS ----.-......... 
a. Mars. b. the Earth. c. Jupiter. 
2. The substances which are bad conductors of heat are --------------- 
a. iron and aluminium. b. glass and wood. c. copper and glass. 


3. The gas which is used in making dry ice is --------------- 
a. oxygen b. nitrogen. c. carbon dioxide. 


4. From the ir 
a. joints бебе 


able joints <... 
n skull bones. b. knee. 
C. Wrist. 


5. The gray matter of the spinal cord takes the shape of --------.------ 
a. letter R. b. letter H. c. letter S. 


[B] A body of mass 6 kg. on the surface of the Earth, calculate : 
a. Its mass on the MOON = sesers ممم مم مه مم ل‎ 
b. Its weight on the Earth's surface = ممم ممم مم من‎ 


ie. 
7 | Giza Governorate 6" of October Directorate 


Answer the following questions : 


1. [A] Write the scientific term of the following : 
1. Apart from the axial skeleton consists of 33 vertebrae. ee 
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2. The location at which bones meet each other. 
n the presence of moisture, 


3. A slow combination of oxygen with an element i 


4. Agas that is called azote which means lifeless gas. 


[B] What happens when ... ? 


1. You hold a piece of ice in your hand. 


2. [A] Choose the correct answer : 
1. The gas that is mixed with oxygen for cutting and welding metals is 


a. nitrogen. b. hydrogen. с. acetylene. d. water vapour. 
2. The bone that connects the ribs from the front is =+ == 

a. femur. b. skull. c. humerus. d. sternum. 
3. If the weight of the body is 20 Newton, its mass equals ---------- 

a. 200 g. b. 20 kg. c. 2000 а. d. 200 kg. 
4. The best metal in conducting heat is - 

a. copper. b. aluminium. С. iron d. mercury. 


[B] Give reasons for : 
1. Damage of medulla oblongata lead to death. 


3. [A] Complete the following : 


1. Heat transfers from the ------.... temperature object to the ............... 
temperature object. 

2. The mass is eee value, while the weight is --............. value. 

3. The number of cranial nerves is -.............., while the number of spinal 
nerves is --.-.---.-. 

4. The oxygen gas is prepared by decomposition of ............... in the presence 
0 EENE 
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[B] Correct the underlined words : 


1. The automatic response of the body to external stimuli is known 5 


2. We should use water to sterilize the medical thermometer. (mm) 


I]. [A] Look at the opposite figure, then answer : 
a. Label the figure : 
- Liquid © -"— 
- Substance (2) +--+ 
b. Carbon dioxide gas is collected by -== 


because it is --------------. co, 


c. Mention only one use for this gas. 


[B] Problem : 
If the object mass - 12 kg. on the Earth, calculate : 


1. Its mass on the moon surface. 


—— کے ھی‎ A 
8 Alexandria Governorate Al-Montazah Educational Zone 
po) e _____ 


Answer the following questions : 


1. [A] Complete the following : 
1. Mass is measured by using 


by using «7 


— , While weight is measured 


are good conductors of heat. 


is used to sterilize the medical thermometer before using. 


4. Oxy-acetylene flame is used in <<: and oe of metals. 


5. Reflex action takes place through the 


«о: مز١ ب/ تيم‎ ٦ / (Notebook) لغات‎ pyle дігі) 


[B] Give reasons for : 
1. The weight of a person on the Earth is larger than that on the moon. 


2. [A] Choose the correct answer : 
1. Carbon dioxide gas is used in making === 


a. dry ice. b. protein. c. ozone gas. 
2. Cerebrum controls the -------- movements. 
a. voluntary b. involuntary c. (a) and (b) are correct 


3. The joint is the location of meeting of === 


a. two bones. b. two muscles. c. amuscle and a bone. 


4. A liquid that is used in thermometers <... 
a. water. b. mercury. c. oil. 


[B] What happens when ... ? 
1. The medulla oblongata is damaged. 


8. [A] Put (v^) or (X) and correct the wrong ones : 


1. By increasing the distance away from the center of the Earth, decreasing 


weight and mass of an object occurs. 

2. All materials are good conductors of heat. 

3. Hydrogen peroxide dissociates into oxygen and water in the prese 
of manganese oxide. 

4. Nitrogen gas is used in making soft drinks. 


[B] Write the scientific term : 


1. The gas protects the Earth from harmful radiation. ( 
2. Part of brain responsible for keeping the balance of body. ( 
3. Gas is collected by downward displacement of water. ( 


( 
( 


nce 


4. A phenomenon that occurs due to increasing of the ratio of СО, («8 
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1, [A] Look at the figure, then answer : 
1. This figure represents .............. 
2. Label the figure : 5 


[B] Body its mass оп the Earth = 3 kg. Calculate : 
1. Its mass on the moon. 


1. Біһеі-------- 

2. Vertebrae : soussi 

3. The scale of medical thermometer from 35°C to o. 
4. The ratio of nitrogen gas in air is : -------- 


9) Kalyoubia Governorate Al Resala Language School 


Answer the following questions : 


1. [A] Complete the following sentences : 

1. The Celsius thermometer is scaled from e=- 

2. Exhaled air contains 7 gas, which turbids 

3. The ribcage protects — and -------- 

4. Oxygen gas represents <... % of the air volume, while «=== gas 
represents 78% of the air volume. 

5. Handles of cooking pots are made Of --------------- 

6. Your weight on the Earth’s surface is 600 Newton, so your weight on the 
moon's surface iS 7 Newton. 


[B] Look at the opposite diagram, then answer : 
a. This apparatus is used for the preparation 


ОЁ. gas. Ф 
b. Label the figure : 
1. Liquid © MM 
2. Substance (2) is a - 
3. Part Ө! РР 00 


4. Gas (X) is used by green plants in eee process. 
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[C] Problem : 


An object its mass on the Earth is 90 kg. Calculate its weight on the moon 
surface, then calculate its mass on Mars planet. 


2. [A] Correct the underlined words : 
1. Carbon dioxide gas consists of one carbon atom and three oxygen atoms. 


2. Medulla oblongata controls the body balance during movement. (m) 
3. The medical thermometer is graduated from 0°C to 100°C. (RR) 
4. The white matter in the spinal cord has the shape of letter Н. (mM) 


[B] Classify each of the following joints by using the words between brackets : 
(Freely movable — Slightly movable — Immovable) 
1. Joints between skull bones. 
2. Wrist joint. 
3. Knee joint. 
4. Shoulder joint. 


~ ~ ~ — 


[C] Give reasons for : 
1. The presence of a constriction in the medica! thermometer. 


2. The mass of a body on the Earth's surface equals the mass of the same 
body on the moon's surface. 


8. [A] Write the scientific term : 
1. The system that consists of 43 pairs of nerves. (omm 
2. A device that is used to measure the large masses. (m 
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3. The slowest metal in conducting heat. (osa 
4. The liquid that is used in sterilizing thermometers. (enmt 
5. The gas that helps in the combustion process. а 
6. It is almost equal to the weight of an object on the Earth's surface 
whose mass is 100 grams. (mm 
[B] Match : 
(а) B 


1. Kilogram |а. is measured in Newton. 


2. Ribcage b. is the measuring unit of mass. 


3. Weight c. is a part of axial skeleton that helps in respiration. 


4. 0°C d. is the measuring unit of weight. 


e. is the melting point of ice. 


[C] What happens when ... ? 
1. A medical thermometer is put in boiling water. 


A. [A] Choose the correct answer : 
doe is the force with which all objects are attracted to the Earth. 


a. Mass b. Weight c. Volume 
2. The rapid combination between oxygen and elements producing heat and 


light is called е-е 


a. respiration. b. burning. c. oxidation. 
3. gas is used in making bread and dough. 
a. Carbon dioxide b. Oxygen C. Nitrogen 


4. An object whose weight is 400 Newton on the Earth 


,50 its mass equals € 
a. 40 kg. b. 40 g. c. 400 kg. 
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5. Legumes as clover benefit from nitrogen in formation Of ٠:0: 


a. fats. b. carbohydrates. c. proteins. 
6. You feel hot on touching a hot cup of tea because the temperature of the 
сир is iss... that of your hand. 
а. more than b. less than c. (a) & (b) are correct 
[B] Put (v^) or (x) : 


1. The spring scale is used to measure the object's mass. 

2. Oxygen gas doesn't burn but helps in burning. 

3. The medulla oblongata controls the voluntary movements. 

4. Heat transfers from the cold body to the hot body. 

5. Mercury is a bad heat conductor. 

6. Oxygen gas is collected by the downward displacement of water. 


C) 
C) 
C) 
C) 
C) 
C) 


[C] Give an example for each of the following : 
1. A measuring tool for jewels. 
2. A gas which is used in making dry ice. 
3. A heat insulator that is used in making heavy woolen clothes. 


10 Menofia Governorate Science Inspectorate 


Answer the following questions : 


1. [A] Complete the following statements : 
1. Carbon dioxide gas is prepared by adding to е. 
2. The first ten pairs of the ribcage are connected anteriorly with -............. 
3. The lower limbs are connected to ===- bones, while the upper limbs are 
connected to «<< bones. 
4. The eesse phenomenon is resulted from increasing the ratio of carbon 
dioxide gas in the atmosphere. 


[B] Put (У/) or (X) in front of the following statements : 
1. Nitrogen is called lifeless gas. 
2. The cerebrum controls the heartbeats. 
3. The mass of the iron wire increases after burning. 
4. Calcium carbonate is used in the preparation of oxygen. 
5. Heat transfers from cold object to the hot object. 
6. The temperature is the degree of hotness or coldness of the body. 


mannanna 
М2 x~ سح سه سك‎ м 
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2 , [A] Write the scientific term : 


1. A process occurs when the yeast is added to the dough. ааа ) 
2. The area of connection between the dendrites of the neighbouring 

neurons. (RR ) 
3. The unit of measuring temperature. (nnn ) 
4. A type of plants form protein by the help of specific type of bactería 

live in their roots. (mm ) 
5. Type of oxides is formed during lightening. (вазаны) ) 
6. It consists of skull, backbone and ribcage. (ream ) 


[B] What happens when ... ? 
1. Putting a lighted magnesium ribbon in a cylinder contains carbon dioxide gas. 


3. [A] An object whose mass on the Earth equals 30 kg. Calculate : 
1. Its mass on moon. 


[B] Cross out the odd word : 


1. Gram — Kilogram — Newton - Ton. (сенен) 
2. Cerebrum — Cerebellum — Medulla oblongata — Spinal nerves. (..........) 
3. Humerus — Forearm bones — Hand bones — Femur. (е) 


[С] Complete the following : 
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4. [A] Give reasons for : 
1. The balance scale must be put horizontally on a stable surface. 


[B] Write one importance for each of the following : 
1. The dry ice : 


3. OZONE Іауег:-----............г.01бб —Ó Ж... 


4. The cerebellum : 
5. The upper limbs : 


6. The cartilages between vertebrae : mmm 
11 Dakahlia Governorate East Mansoura Educational Zone 


Answer the following questions : 


1. [A] Complete the following : 


1. Carbon dioxide дав-------- in water, but oxygen gas ---.-.----.-... in water. 
2. The knee joint is considered from =e- joints, while the shoulder joint 
is considered from eese joints. 
3. The skull protects «+--+. ‚апа «m protects spinal cord. 
4. Mass is measured by e= scale, whereas weight is measured 
by qiix RS scale 


[B] What happens when ... ? 
1. The over intake of coffee and tea. 


2. [A] Put (V) or (X) : 
1. Object's mass on moon's surface -4 x its mass on the Earth. с) 
2. The scale of medical thermometer starts from 0°C to 42°C. с) 
3. Cerebellum contains the centers of thinking and memory. ( ) 
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4. All metals are good conductors of heat. 


( 
5. The Mass of an element increases after combination with oxygen. ( 

6. The Celsius thermometer is used to measure the boiling point of water. ( 
[B] Look at the opposite figure, then answer : 


1. Write what represents each label 
on the figure : 


2. What do you find in the flask after 
preparation process ? 


3. [A] Choose the correct answer : 


1. Newton is equal to the weight of an object on the Earth’s surface whose 
mass equals ............... 


a. 1 kg. b. 0.1 kg. c. 10g. d. 1000 g. 
2. A structure links the brain with the spinal cord ............... 

а. cerebrum. b. cerebellum. c. medulia oblongata. d. joint. 
3. s ١ lets heat flow through. 

a. Wool b. Wood c. Air d. Aluminium 
4. The used liquid in the medical thermometer is --..--..-...-- 

a. water. b. hydrogen peroxide. 

c. nitrogen. d. mercury. 
5. One of the components of the nerve cell body is the ............... 

a. blood vessel. b. myelin sheath. C. dendrites. d. synapse. 
6. Bones of upper limbs are connected to ............. bones. 

a. pelvic b. shoulder с. sternum d. shaft 


[B] Give reasons for : 
1. Ozone layer is very important for the life of all living organisms. 
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4. [A] Write the scientific term of each of the following : 


1. The degree of hotness or coldness of a body. (mmm) 
2. System that controls and regulates all vital operations of your er 
3. The most abundant gas in air. (mm) 
4. The phenomenon is resulted due to increasing the temperature of 

the Earth's atmosphere due to increasing the percentage of CO, gas. (^) 
5. It allows the body to bend in different directions. (mm) 
6. A gas that its molecule is composed of three oxygen atoms. (m) 


[B] Calculate the weight of an object on the Earth's surface and on moon's 
surface. If you know that its mass is equal to 600 gm. 


[C] What is the number of .... ? 
1. The ribs of ribcage are ~- 
2. The nerves of peripheral nervous system аге ............... 
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Answer the following questions : 


1. [A] Complete the following sentences : 
1. The scale of medical thermometer s 


abono °C. 

2. The measuring unit of weight is ===- , While the measuring unit of mass 
| E 

3. The central nervous system consists of -.............. and ees 


[B] Look at the opposite figure, then answer the questions : 
1. Label the figure : 


2. Carbon dioxide is collected by upward 
displacement of air, why ? 
[C] Mention one function of each of the following : 
1. Celsius thermometer. 


> o 
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2. The ozone layer. 


2, [A] Choose the correct answer : 
1. The catalyst which used in preparation of oxygen gas in laboratory is 


a. sodium carbonate. b. copper oxide. 

c. manganese dioxide. d. carbon dioxide. 
2. Newton is equal to the weight of a body, its mass is ~- 

a. 10 gm. b. 100 gm. c. 1000 gm. d. 10000 gm. 
3. Nitrogen molecule consists of .............. nitrogen atoms. 

a. four b. three c. two d. five 
4. The device of measuring weight is 

a. sensitive balance. b. spring scale. 

c. digital scale. d. scale with pointer. 


[B] Give reasons for : 
1. The withdrawal of the hand quickly when it suddenly touches a hot surface. 


[C] Give one example of : 
1. Immovable joints. (еннан ) 
2. Slightly movable joints. (ores ) 


ð. [A] Write the scientific term : 
1. A chemical substance that remains without any change in its 


quantity and structure during the chemical reaction. ferrei] 
2. The liquid that used in making the medical and Celsius thermometer. 
(RR) 
3. A mixture of different gases that surrounds the Earth. (m) 
4. A rapid union between oxygen and an element, producing heat 
and light. (s ) 
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5. The materials that let heat flow through. (mm) 
6. A gas is used by legumes in the formation of their proteins. (assess 


[B] If the object mass = 3 kg. on the Earth's surface, calculate : 
1. Its mass on the moon. 


[C] Correct the underlined parts is the following statements : 
1. Newton is the amount of matter in an object. (RR ) 
2. Vinegar is used in sterilizing the medical thermometer before usage. 


3. Water is composed of oxygen and Nitrogen. (RR) 


4. [A] What happens when ... ? 
1. The percentage of carbon dioxide in air increases 


[B] Compare between : 


Points of comparison Cranial nerves Spinal nerves 


Definition : 


Number : 


[C] Cross out the odd word : 
1. Humerus bone - Shaft bones — Forearm bones - Hand bones. (^7 
2. Two lower limbs — Skull — Backbone - Ribcage. (езезезе 


124 


FINAL EXAMINATIONS | 


Assuit Gov 
ernor 
13 асе Science Inspectorate 


Answer the following questions : 


1. Complete the following : 


4. The main center of the control in your body is -+ and it is found inside 
a bony case called -+++ 
2. Oxygen is prepared from -+ in the presence of = 


3. The number of vertebrae of vertebral column is <: 
4. The weight of any object is measured by using the ез--езеее 


2. [A] Write the scientific term : 


1. An organ responsible for the reflex actions of the body. (mm) 
2. A tool used to measure human body temperature. (má) 
3. A flame used in cutting and welding metals. (mm ) 


4. The measuring unit of mass which is almost equal to the mass 


of one liter of water. 


[B] Give reasons for : 
is very important in nature. 


1. Ozone 92 


h statement and correct the false ones : 


9. [A] Put (У) or (х) in front of eac 
um and joins the brain 


a oblongata is below cerebell 


1. The location of medull 

to the spinal cord. CÌ 

2. Oxygen gas is used in cooling. l HEC 

3. The liquid used in clinical thermometer 15 alcohol. C) 
s location changes. ( ) 


body changes as it 


of a body its weig 


4. The 5 of the 
ht equals 300 Newton. 


ens when -- ? 
ntage 0 


Д. [A] What happ 


bon dioxide in atmosphere. 
easing the perce f car 


1. Incr 
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Answer the following questions : 
1. [A] Complete the following : 
1. There is a constriction in the -------- - thermometer. 
2. The number of cranial nerves in huran is and the number of 
spinal nerves is vee 


3. Weight is measured by using -------- , while mass is measured by 


4. In photosynthesis process, the plant absorbs --------.-. gas and 
produces --------------. gas. 


5. e is the degree of hotness or coldness of a body. 
[B] Mention one function or one use for each of the following : 


2. The Celsius thermometer : IHR ee e 


2. [A] Write the scientific term : 
1. Mixture of gases surrounding the Earth. 


( ) 
2. The building unit of the nervous system. (m) 
3. The used liquid in thermometers. ( ) 

( ) 


4. A flame is used in cutting and welding metals. 
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[B] Give reasons for the following statements : 
1. The yeast is added to dough. 


3. [A] Choose the correct answer : 


Meeren is a good conductor of heat. 
a. Plastic b. Copper c. Glass 
2. Nitrogen represents ............... % of the Earth's atmosphere. 
a. 21 b. 0.03 c. 78 
3. Joints between skull bones are ............. joints. 
a. immovable b. slightly movable c. freely movable 
4. The largest part of the brain is ------------.-- 
a. cerebellum. b. cerebrum. c. medulla oblongata. 


[B] If an object's mass = 5 kg. on the Earth, calculate : 


1. Its mass on the moon 


1, [A] Put (v7) or (х) in front of the following statements : 


4. Handles of cooking pots are made of plastic. ( ) 
2. Carbon dioxide molecule consists of one oxygen atom combined 

with two carbon atoms. ( ) 
3. Cerebellum contains centers of thinking and memory. ©) 
4. The scale of medical thermometer starts from 30°C to 42°C. ( ) 


[B] The shown apparatus represents the preparation of oxygen gas 


in the laboratory : 
- Label the figure : 
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Answer the following questions : 


1. [A] Complete the following : 
1. We can measure the mass of jewels by using the 
measure the weight of an object by using the <... 
2. The bones of --.....-....... limbs are connected to shoulder bones, 
while the bones of 0... limbs are connected to pelvic bones. 
3. The graduation of medical thermometer starts from >< көзе °C, 
4. The plant absorbs -------- gas in photosynthesis process, while it produces 


While we сап‏ , عه 


5. The number of cranial nerves is <-------- pairs, while the number of spinal 
nerves is «s pairs. 


[B] Write one function of : 
1. The cerebrum. 


2. [A] Put (v’) or (x) : 

1. Copper is the best heat conductor. ( ) 
2. Oxygen gas occupies 0.0396 of the atmospheric air components. ) ) 
3. The skull has immovable joints. ( ) 
4. Awhite substance is formed when oxygen reacis with lighted 

magnesium ribbon. с) 
5. Cartilages prevent the friction between the bones of vertebrae. о) 
6. The outer surface of the cerebral hemisphere is called cerebral cortex 

and it is a white matter. с) 


[B] If the object's mass = 6 kg. оп the Earth surface, calculate : 


1. Its mass on the moon. 
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[c] Give reasons for : 


1. Handles of cooking utensils made of wood or plastic. 


3. [A] Choose the correct answer : 
1. The used liquid in medical thermometer is 


a. water. b. alcohol. c. mercury. 
2. Án gas is used in making soft drinks. 
a. Oxygen b. Nitrogen c. Carbon dioxide 
З. emn controls the reflex actions. 
a. Spinal cord b. Medulla oblongata c. Cerebellum 
Д. emm is responsible for maintaining the body balance during the 
movement 
a. Месшіа oblongata b. Spinal cord c. Cerebellum 
Б. eee is used as a catalyst during the preparation of oxygen gas. 
a. Manganese dioxide b. Iron c. Nitrogen 
[B] What happens when .... ? 


1. Damage of medulla oblongata. 


2. The percentage of carbon dioxide gas in air increases. 


3. There are no joints between bones of human body. 


[C] Look at the opposite figure, then answer : 


1. This'isithie «s cell. 
2. Write the labels : 


OV: peg ب/‎ 5 / (Notebook) علوم لغات‎ yalsell 


4. [A] Write the scientific term : 


1. Agas used by legumes in formation of its proteins. (mmm) 
2. A gas consists of three atoms of oxygen. (MH ) 
3. The measuring unit of mass which equals the mass of one liter 

of distilled water at the normal temperature. (mm) 
4. Materials that let heat flow through. (omen) 
5. The location at which bones meet each other. (MAS) 


6. A gas produced from the reaction between diluted hydrochloric acid 


and calcium carbonate. 


[B] Choose from column (B) what suits it in column (A) : 
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(A) (B) 
1. The backbone a. knee. 
2. The ribcage b. shotilder. 


3. Oxygen gas 


c. consists of 33 vertebrae. 


4. Nitrogen gas 


d. hydrogen peroxide is used in its preparation. 


5. Slightly movable joint 


e. protects the 


6. Freely movable joint 


f. consists of 12 


b 


g. it represents 7 


+ 


Cairo Governorate 


| 1. (А)1. 


. Thermometer 
- Nervous system 


ЕН Saint Joseph School 


Balance 2. Plastic – wood 
4. 21 — 0.03 
6. Skull 


extinguish — oxygen 


- turbid — carbon dioxide 


They are used in making : 

- Cooking pots. 

- Kettles that are used in houses and 
factories. 


. It is responsible for regulating the 


involuntary processes of the body ав: 

- Regulating heartbeats. 

- Regulating the movement of the 
respiratory system Parts during 
breathing. 

- Regulating the movements and 
functions of the digestive system. 


. * cell body. 


c. Gram 2. с. mercury. 


. d. 7896 
. а. the body balance. 


Because the consumed охудеп gas 
during respiration and combustion 
processes is compensated by the 
green plants during photosynthesis 
process. 


- Due to the gravitational force of 


the Earth to the body in the plane 
decreases as we go away from the 
center of the Earth. 


nerve cell (neuron). 
* axon. 


-(У2 


(v^) 2. (x) 
5.(x) 


Its mass on the moon - 10 kg. 


3. (v^) 
6. (x) 


. Its weight on the Earth = 10 x 10 


7 100 Newton, 


. Its weight on the moon = 100 х 4 


= 16.66 Newton. 


The medical thermometer will be 
damaged, because the boiling point of 
water is 100°C. 

. It will cause global warming and 
suffocation of living organisms. 


Д. (A) 1. Mass. 2. Celsius degree, 
3. Oxy-acetylene flame. 
4. Carbon dioxide gas. 
5.Spinalcord. 6. Ribcage. 


(B) 


| рос. | immovable joints | 


Definition : | They don't allow They allow 
апу movement. | movement in all 
directions, 
Joints between the 


Қақ : 


bones of skull. 


| 2 | Akhnaton Egyptain Language School 


1. (A) 1. kilogram — Newton. 
2. pressure -- cooling. 
3. Medulla obioi 
4 
5 
1 


Shoulder joint, | 


. Clear lim 
. making coc 


(B) 1. Beca 5 of the moon is less 
than > of the Earth, so the 
gravity mcon is less than that of 


the Earth. 


se Mercury : 

- is a good conductor of heat. 

- does not stick to the walls of 
the capillary tube. 


- gives a wide range to temperature 
measurement. 


- is a regular expanding material. 


- is a liquid metal that can be seen easily 
through the thermometer glass. 


- Heat insulators. 

3. Reflex action. 

5. Weight. 

6. Nerve cell (Neuron). 
7. 

8 

1 


2. Ozone gas. 
4. Temperature. 


. The medical thermometer. 
- The axial skeleton. 


. We cannot control burning processes 
35 oxygen helps in burning. 

2. The human body cannot move. 

3. Its weight will be decreased as the 
gravitational force of the Earth for this 
body decreases. 

4. The nervous System will be exhausted 
as they lead to nervous tension and 


affect the heartbeats and the sleeping 
periods. 


3. (А) 4. b. oxygen 2. a. dendrites, 

3, b. oxygen and hydrogen. 

4.8. 78 5. с. shoulder 

6. с. carbon dioxide 

(B) 1. It is used to measure the weight of any 

object. 

2. They prevent friction between 
vertebrae during movement. 


3. Itis used in making soft drinks. 
4. Itis used in cutting and welding metals. 
(C) Its mass on the moon's surface = 60 kg. 


Д. (A) 1. ribcage 
3. the roots 
5. Oxidation 


(B) 


2. photosynthesis 
4. 0°C to 100°C. 
6. 10 pairs 


Mf Cranial nerves | Spinal nerves | 


Definition :| They are nerves They are nerves 
that emerge from | that emerge from 


the brain. the spinal cord. 
Number : 12 pairs. 31 pairs. 
(C) (D Femur bone. (2) Shaft bones. 


Futures 


1. (A) 1. a. photosynthesis 7 c. 
3. c. (a) and (b) 42% 
5. а. synapse 
6.а. carbon dioxide — 7. c. (-39 : 357) 
8. b. Manganese dioxide 
(B) 1. The medical thermometer will be 
damaged, because the boiling point of 
water is 100°C. 


2. Its weight increases. 


mercury. 
Its mass x 10 


2. (A) 1.33 - 12 
3. cerebellum 
4. hydrogen peroxide — manganese 
dioxide. 

(B) 1. Doing physical exercises. 
2. Staying away from addiction. 

(C) 1. calcium carbonate. 
2. dilute hydrochloric acid. 


2. carbon dioxide 


3. (A) 1. Because the mass of the moon is less 
than the mass of the Earth, so the 
gravity of the moon is less than that of 
the Earth. 
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2. To prevent mercury from returning 
back to the bulb quickly in order to 
read the measurement easily. 


(B) 1. Nerve cell (Neuron). 2. Ozone gas. 


3. Weight. 4. Skull. 
5. Temperature. 6. The atmosphere. 
7. Dendrites. 8. Heat insulators. 


4. (A) 1. It directs and coordinates all 
the processes, ideas, behaviours and 
emotions. 

2. - It delivers the nerve messages from 
the body organs to the brain and vice 
versa. 

- Itis responsible for the reflexes 
(a group of reflex actions). 


(B)1.(x)  2.(x) 3. (x) 
4(v) 5.0) 6. (x) 
T.(v)  8(x) 


д | Мапагас Al Farouk Islamic School 


1. (A) 1. Cerebellum. 

3. Manganese dioxide. 

4. Celsius thermometer. 

5. Newton. 

6. Carbon dioxide gas. 

(B) 1. Due to the reflex action made by the 

spinal cord. 

2. Because it is heavier than air. 

3. Because it will be broken, as 
the temperature of boiling water is 
100°C, while the medical thermometer 
temperature range is 35°C to 42°C. 


2. Nitrogen gas. 


2. (A) 1. Burning 2. 78% 
3. Weight 4. 1 kg. 
5. Cerebellum 6.12 


(B) 1. It helps in the decomposition of 
hydrogen peroxide, without any 
change in its quantity or structure. 

2. It protects the brain. 
3. They are connected to the neighbouring 
neurons to form synapse. 


9. (A) 1. increases. 2. Carbon dioxide 
3. during surgeries — during diving. 
4. decreases. 5. Knee joint 


2. а. foot bones. 


(В) 1. c. 50 N. 
3. b. Air 4. d. white matter. 


5. c. medical thermometer. 
6. с. spring scale 


Д. (A) 1. Kilogram. 2. The brain. 
3. Wrist joint. 
4. The distance between the object and 
the center of the planet. 
5. Making soft drinks. 6. Dust particles. 
(B) 1. Oxygen gas and water are produced. 
2. Oxy-acetylene flame is formed. 
3. They prevent the leakage of heat and 
keep our bodies warm. 


E Bloom Language School 


1. (A) 1. 33 vertebrae. 


2. hydrogen peroxide - manganese dioxide. 
3. 43 pairs. 4. spring scale. 
5. Oxygen 6. plastic. 
7.78 
8. increasing carbon dioxide 
(B) 1. Because medulla oblongata controls 


all the involuntary processes (as 
heartbeats, movement of the 
respiratory system parts during 
breathing, movements and functions of 
the digestive system). 

2. Because it doesn’t burn and doesn’t 
help in burning. 


2. (A) 1. a. spinal nerves. 2. d. carbon. 

3. c. 12 4. с. carbon dioxide 

5. a. Axon of nerve cell 

6. a. spinal cord. 

(B) 1. Legumes as clover, peas and 

Soybeans can't make protein. 

2. Living organisms cannot respire, so 
they will die. 


3. The nervous system will be exhausted. 


3. (A) 1. The locomotory system. 
2. Reflex action. 
3. The atmospheric air. 
4. The medical thermometer. 
5. Weight. 6. Mass. 
(8)1.(У) | 2.(v) 3. (x) 
4(У) 5(x) 6. (x) 


С») 


4. (А) (1) Cerebrum. Q) Cerebellum, 
(3) Medulla oblongata. 
- brain. 
— It maintains the balance of the body 
during the movement. 
(B) a. Its mass on the moon - 30 kg. 
b. Its weight on the Earth = 30 x 19 
= 300 Newton, 
с. Its weight on the moon = 300 x 1. 


= 50 Newton, 


Giza Governorate 
a8 Orman College School 


1. (A) 1. kilogram — Newton. 2. Copper 


3. 35 - 42 

4. oxygen gas - manganese dioxide. 
(B) 1.d 2.a 

3.b 4.c 


ZA) 200 34ж)  4(x 
"event mercury from returning 

bulb quickly in order 

measurement easily. 

2. Because it is heavier than air. 

3. Because medulla oblongata controls 
all the involuntary processes (as 
heartbeats, movement of the 
respiratory system parts during 
breathing, movements and functions of 
the digestive system). 

4. Because nervous system exhausted 
as they affect sleeping periods, affect 
heartbeats and lead to nervous tension. 


3. (A) 1. Weight. 
3. Reflex action. 
(B) © Hydrogen peroxide. 
(2) Manganese dioxide. 


(3) Oxygen gas. 
@ Water. 


2. Mercury. 
4. Nitrogen gas. 


Д. (A) 1. b. the Earth. 
2. b. glass and wood. 
3. c. carbon dioxide. 
^. а. joints between skull bones. 
5. b. letter H. 


p" 


Its mass on the moon - 6 kg. 
Its weight on the Earth's surface 
= 6 х 10 = 60 Newton. 


6"" of October Directorate 


1. (A) 1. Backbone. 2. The joint. 
3. Oxidation. 4. Nitrogen gas. 
(B) 1. The heat will transfer from my hand to 
the piece of ice so, | feel cold. 
2. The weight of the object decreases as 
the gravitational force of the Earth for 
this object decreases. 


(В) а. 


b. 


2. (A) 1. c. acetylene. 2. d. sternum. 
3. c. 2000 g. 4. a. copper. 

(B) 1. Because medulla oblongata controls 
all the involuntary processes (as 
heartbeats, movement of the 
respiratory system parts during 
breathing, movements and functions of 
the digestive system). 

2. Because mercury : 

- is a good conductor of heat. 

- is a liquid metal that can be seen easily 
through the thermometer 

- is a regular expanding ma 

- doesn't stick to the walls c; ine 
capillary tube. 

- remains in a liquid state between 
(- 39°C) and (357°C). 


3. (A) 1. high — low 2. constant — variable 
3. 12 pairs — 31 pairs. 
4. hydrogen peroxide - manganese dioxide. 
(B) 1. reflex action. 2. ethyl alcohol 


4. (A) a. - dilute hydrochloric acid. 

- calcium carbonate. 

b. upward displacement of air — heavier 
than air. 

c. It is used in making dry ice. 

(B) 1. Its mass on the moon surface = 12 kg. 

2. Its weight on the Earth 
= Its mass (kg.) x 10 
= 12 x 10 = 120 Newton. 

3. Its weight on the moon 
= Its weight on the Earth x 4 
= 120 х $ = 20 Newton. 
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balance scale — spring scale. 

. Copper - iron 3. Ethyl alcohol 

. cutting — welding 5. spinal cord. 
Because the Earth has greater mass 
than the moon, so the gravitational 
force of the Earth is greater than that 
of the moon. 

. Because it helps in burning. 


2. (A) 1. a. dry ice. 2. a. voluntary 
3. a. two bones. 4. b. mercury. 
(B) 1. All the involuntary processes of the body 


will be disturbed and causes death. 

. Magnesium ribbon keeps burning fora 
short time producing magnesium oxide 
which is a white substance and carbon 
(coal) which is a black substance. 


3. (A) 1. (ж)... decreasing weight only of an 
object occurs. 


2. (x) All metals are ... 
3. (ж)... Manganese dioxide. 
4. (ж) Carbon dioxide gas із... 
(В) 1. Ozone gas. 2. Cerebellum. 
3. Oxygen gas. 
4. Global warming phenomenon. 


4. (A) 1. nerve cell (neuron). 
2. @ The cell body. 


(3) Axon. 
(B) 1. Its mass on the moon 7 3 kg. 
2. Its weight on the Earth - 3 x 10 
- 30 Newton. 


(2) Dendrites. 


(C) 1. 12 pairs. 2.33 
3. 42°С. 4. 78% 


а Kalyoubia Governorate 


1. (A) 1. 0°C - 100°C. 
2. carbon dioxide — limewater. 
3. lungs — heart. 4. 21 – nitrogen 
5. plastic. 6. 100 
(B) a. carbon dioxide 
b. 1. dilute hydrochloric acid. 
2. calcium carbonate. 
3. tap. 4. photosynthesis 


(39. 


(C) - Its weight on the Earth = 90 x 10 
= 900 Newton. 
~ Its weight on the moon = 900 x 1 
= 150 Newton. 
~ Its mass on Mars planet = 90 kg. 


2. (A) 1. two 2. Cerebellum 
3. 35°C to 42°C, 4. gray matter 
(B) 1. Immovable. 2. Freely movable. 
3. Slightly movable. 4. Freely movable. 
(C) 1. To prevent mercury from returning 
back to the bulb quickly in order to 
read the measurement easily. 
2. Because mass is a constant value, 
and doesn't change by changing 
the place. 
3. Because nitrogen gas doesn't help in 
burning. 
4. Due to the reflex action made by the 
spinal cord. 


3. (A) 1. The peripheral nervous System. 
2. Balance scale. 


3. Iron. 4. Ethyl alcohol. 
5. Oxygen gas. 6. Newton. 
(B) 1. b 2.6 3.a 4.e 


(C) 1. The medical thermometer will be 
damaged, because the boiling point of 
water is 100%С. 

2. The green plants cannot make 
photosynthesis process, so the 
percentage of oxygen will decrease in 
the atmosphere and living organisms 
will die. 

3. Friction occurs between the vertebrae 
causing harms to the backbone. 

4. Hydrogen peroxide is decomposed 
into water and oxygen gas, while 
manganese dioxide doesn't change in 
its quantity or structure. 


Д. (A) 1. b. Weight 2. b. burning. 
3. а. Carbon dioxide 4. a. 40 kg. 
5. c. proteins. 6. a. more than 
(B) 1. (x) 2.(w) 3. (x) 
4. (x) 5. (x) 6. (y) 
(C) 1. Sensitive balance. 
2. Carbon dioxide gas. 
3. Wool. 


10) Menofia Governorate 
1. (A) 1. dilute hydrochloric acid — 


carbonate. calelum 

2. sternum. 
4. global warming 
(8)1.(v) 2.(х) 3.(У) 
4. (x) 5. (x) 6. (у) 


3. pelvic - Shoulder 


2. (A) 1. Fermentation process. 

2. Synapse. 3. Celsius degree 

4. Legumes. 5. Nitrogen Oxides 

6. The axial skeleton. У 

(В) 1. Magnesium ribbon keeps burning for 

a short time producing Magnesium 
oxide which is a white substance 
and corbon (coal) which is a black 
substance. 

2. The burning processes increase. 

3. The medical thermometer will be 
damaged, because the boiling point of 
water is 100°C. 


3. (A) 1. Its mass on moon = 30 kg. 
2. Its weight on the Earth = 30 x 10 


= 300 Newton. 
3. Its weight on moon = 300 x Т 
= 50 Newton, 
(В) 1. Newton 2. Spinal nerves. 
3. Femur. 


(C) ©! Hydrogen peroxide, 
@ Manganese dioxide. 
© Oxygen gas. 

@ Water. 
- Catalyst. 


Д. (A) 1. To avoid any vibration of the balance 
Scale. 

2. Because it remains in a liquid state 
between (— 39°C) and (357°C). 

3. Because medulla oblongata controls 
all the involuntary processes (as 
heartbeats, movement of the 
respiratory system parts during 
breathing, movements and functions of 
the digestive system). 

(В) 1. It is used in refrigeration. 

2. It helps in movement between bones. 

3. It protects the Earth from harmful 
radiations that come from the Sun. 


4. It maintains the balance of the body 
during the movement. 

5, They allow eating, drinking, writing 
and holding things. 

6. They prevent friction between 
vertebrae during movement. 


ge Dakahlia Governorate 


1. (A) 1 dissolves - rarely dissolves. 
2. slightly movable — freely movable. 
3. brain - backbone 
4. balance — spring 
(B) 1. The nervous system will be exhausted 
as they lead to nervous tension and 
affect the heartbeats and sleeping 


periods. 
2. It will be turned into milky. 
2. (A) 1. (X) 2.(ж) 3. (x) 
4(v) 5(v) 6. (v^) 
(B) 1. (8) Hydrogen peroxide. 
(b) Oxygen gas. 


. The quantity and structure of 
manganese dioxide doesn't 
change and hydrogen peroxide is 
decomposed into water and oxygen 


gas. 
3. (A) 1. b. 0.1 kg. 

2. c. medulla oblongata. 

3. d. Aluminium 4.0. rarcury. 

5. c. dendrites. 6. b. shoulder 

(B) 1. Because it protects the living 

organisms from harmful radiations that 
come from the Sun. 

2. To force the mercury back to the bulb. 

3. Because it doesn't burn and doesn't 


help in burning. 


4. (A) 1. Temperature. 
3. Nitrogen gas. 
4. Global warming phenomenon. 


2. Nervous system. 


5. Тһе backbone. 6. Ozone gas. 
(B) - Its weight on Earth's surface 0.6 x 10 
- 6 Newton. 
- Its weight on moon's surface = 6 x t 
= 1 Newton. 
(C) 1. 12 pairs. 2. 43 pairs. 
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1. (A) 1.35 - 42 2. Newton — kilogram. 
3. the brain — the spinal cord. 
(В) 1. (1) Dilute hydrochloric acid. 
© Calcium carbonate. 
Because it is heavier than air. 


It is used in measuring the temperature 
of liquids. 

. It protects the Earth from harmful 
radiations that come from the Sun. 


. It is used in cutting and welding of 
metals. 


2: 
(C) 1. 


c. manganese dioxide. 2. b. 100 gm. 

. c. two 4. b. spring scale. 
Due to the reflex action made by the 
spinal cord. 

. Because it rarely dissolves in water. 

. Because they are heat insulators. 
Joints between the skull bones. 

. Elbow joint. 


Catalyst. 2. Mercury. 
. The atmosphere. 4. Burning. 
. Heat conductors. 6. Nitrogen. 
Its mass on the moon = 3 kg. 
. Its weight on the Earth - 3 x 10 

7 30 Newton. 
. Its weight on the moon = 30 x Т 

= 5 Newton. 
(С) 1. 2. Ethyl alcohol 
3. 


Д. (A) 1. 


Mass 
hydrogen. 


Global warming phenomenon occurs 
and the living organisms will suffocate. 
All the involuntary processes of the body 
will be disturbed and causes death. 

3. All living organisms will die. 


2. 


(B) 
рос. | Cranial nerves | Spinal nerves - 
Definition :| They are nerves They are nerves 
that emerge from | that emerge from 
the brain. the spinal cord. 
[Number 2 12 pairs. 31 pairs. 


(C) 1. Shaft bones. 
2. Two lower limbs. 


a Assuit Governorate 


1. 1. the brain – skull. 
2. hydrogen peroxide dissociation — 
manganese dioxide. 
3. 33 vertebrae. 
4. spring scale. 


2. (A) 1. Spinal cord. 
2. Medical thermometer. 
3. Oxy-acetylene flame. 
4. Kilogram. 
(B) 1. Because it protects the Earth from harmful 
radiations that come from the Sun. 


2. Because it maintains the body balance 
during movement. 


3. (1. (v) 
2. (ж) Carbon dioxide gas ... 
3. (ж)... mercury. 
4. (ж) The weight ... 


Its weight _ 300 _ 30 ka. 


) Its mass = 10 10 


4. (A) 1. Global warming phenomenon occurs 
and the living organisms will suffocate. 
2. It allows movement in all directions. 
(B) 1. Humerus bone. 
3. Forearm bones. 


2. Кірсаде. 
4. Backbone. 


іт Qena Governorate 


1. (A) 1. medical 2. 12 pairs — 31 pairs. 
3. spring scale — balance scale. 
4. carbon dioxide — oxygen 
5. Temperature 
(B) 1. It is responsible for reflex actions. 


2. Itis used in measuring the temperature 
of liquids. 


2. (A) 1. The atmosphere. 
2. Nerve cell (Neuron). 


3. Mercury. 4. Oxy-acetylene flame. 


(B) 1. Because yeast produces carbon 
dioxide gas by fermentation process, 
which expands by heat making bread 


аљ 


. Because medulla oblongata controls 
all the involuntary processes (as 
heartbeats, movement of the 
respiratory system parts during 
breathing, movements and functions of 
the digestive system). 


b. Copper 2.с.78 


4. b. cerebrum, 
Its mass on the moon = 5 kg. 
. Its weight on the Earth 
= Its mass (kg.) x 10 
-5х10-50 Newton. 


. a. immovable 


2 


Д. (A) 1. (v) (x) 

(B) (1) Hydrogen peroxide. 
(2) Manganese dioxide. 
@ Oxygen gas 


- downward displacement of water. 


3.(%)  4(x) 


Governorate 


sensitive baiance — spring scale. 
upper - lower 3.35-42 
carbon dioxide — oxygen 


12-31 
. It contains the centers of thinking and 
memory. 
. Itis used in measuring the temperature 
of the human body. 


3. (v) 
6. (x) 


(у) 2.(х) 
24 5. (v) 
. Its mass on the moon = 6 К 
. Its weight on the Earth = 6 x 10 
- 60 Newton. 
. Its weight on the moon = 60 х i 
= 10 Newton. 
. Because they are heat insulators. 
Because it is heavier than air. 
Because yeast produces carbon 


м 55, 
dioxide gas by fermentation proce 


porous and tasty. 


к ead 
which expands by heat making br 
porous and tasty. 


3. (А) 1.6. mercury. 
2. c. Carbon dioxide 
3. a. Spinal cord 
4. C. Cerebellum 
5. a. Manganese dioxide 
(8) 1- All the involuntary processes of the body 
will be disturbed and causes death. 
2. Global warming phenomenon occurs 
and the living organisms will suffocate. 


3, The human body can’t move. 


4. nerve 

2. (g) The cell body. 
(Б) Nucleus. 
(c) Myelin sheath. 


(С) 


Д. (A) 1. Nitrogen gas. 
2. Ozone gas. 


3. Kilogram. 
4. Heat conducicrs. 
5. The joint. 
6. Carbon dioxide 925. 
(В) 1.с 2,4 3.0 
6.b 


4.g 5.a 
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